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Election Commission of India-State Elections,1971 to the Legislative Assembly of Orrisa 


LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 
NATIONAL PARTIES 
1 BJS BHARATTYA JANA SANGH 


oN DA NW BF WW 
Z 
Q 
°o 


COMMUNIST PARTY OF INDIA 

COMMUNIST PARTY OF INDIA (MARXIST) 

INDIAN NATIONAL CONGRESS 

INDIAN NATIONAL CONGRESS (ORGANISATION) 
PRAJA SOCIALIST PARTY 

SAMYUKTA SOCIALIST PARTY / SOCIALIST PARTY 
SWATANTRA PARTY 


PSP 
SOP 
SWA 
STATE PARTIES 
9. FBL 
10. JAC 
11. UTC 


ALL INDIA FORWARD BLOCK 
ORISSA JANA CONGRESS 
UTKAL CONGRESS 


REGISTERED(Unrecognised ) PARTIES 


12. JKP ALL INDIA JHARKHAND PARTY 

13 PHJ BIHAR PRANT HUL JHARKHAND 

14 SUC SOCIALIST UNITY CENTRE OF INDIA 
INDEPENDENTS 

15. IND INDEPENDENT 
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OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION DESCRIPTION 
FD Forfeited Deposits 
Gen General Constituency 
SC Reserved for Scheduled Castes 
ST Reserved for Scheduled Tribes 
M Men 
W Women 
T Total 
N National Party 
S State Party 
U Registered (Unrecognised) Party 
Z Independent 
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HIGHLIGHTS 


1. NO.OF CONSTITUENCIES 


TYPE OF CONSTITUENCY 


NO. OF CONTESTANTS 11-15 | Abovel5 
IN A CONSTITUENCY 


TOTAL CONTESTANTS IN FRAY : 1406 


AVERAGE CONTESTANTS PER CONSTITUENCY : 10 


MINIMUM CONTESTANTS IN A CONSTITUENCY _ : 2 IN 105 - PATNAGARH 
MAXIMUM CONTESTANTS IN A CONSTITUENCY  : 13, IN 125 - ROURKELA 
3. ELECTORS 


NO. OF ELECTORS 5669904 5181621 10851525 


| ii, NO. OF ELECTORS WHO VOTED | OF ELECTORS WHO VOTED 2948922 1759452 | 4708374 | 
iii. eee PERCENTAGE 52.01% 33.96% a 


4. NO.OF VALID VOTES : 4401920 
5. NO.OF VOTES REJECTED : 306454 (6.51% of Total Votes Polled 
6. NO.OF POLLING STATIONS : 12847 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION i 845 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 
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LIST OF SUCCESSFUL CANDIDATES 


. JAJPUR WEST 
. JAJPUR EAST (SC) 
. AUL 


PATAMUNDAI (SC) 
RAJNAGAR 


. KENDRAPARA 


PATKURA 


. TIRTOL 


ERSAMA 


. BALIKUDA 
JAGATSINGHPUR (SC) 


GOBINDPUR 


. SALEPUR 


MAHANGA 


. CHOWDWAR 


CONSTITUENCY WINNER 
KARANIJIA (ST) PRAFULLA KUMAR DAS 
JASHIPUR (ST) LAL MOHAN NAYAK 
RAIRANGPUR (ST) SIDHALAL MURMU 
BAHALDA (ST) SASHI BHUSAN MARNDI 
BANGRIPOSI (ST) RADHA MOHAN NAYAK 
BARIPADA PROMOD BHANJ DEO 
MURUDA (ST) KUANRIA MAJHI 
BAISINGA PRASANNA KUMAR DASH 
KHUNTA (ST) BIRABHADRA SINGH 
UDALA (ST) MAN MOHAN TUDU 

. BHOGRAI KARTIKESWAR PATRA 
JALESWAR PRASANT KUMAR PAL 

. BASTA CHINTAMANI JENA 
BALASORE PRIYANATH NANDY 

. NILGIRI BANAMALI DAS 
SORE JADUNATH DAS MOHAPATRA 
SIMULIA (SC) CHINTAMANI JENA 
BHADRAK HAREKRUSHNA MAHATAB 
DHAMNAGAR HRUDANANDA MULLICK 
CHANDBALI (SC) GANGADHAR DAS 

. BASUDEBPUR NILAMONI ROUTROY 

. SUKINDA SANATAN DEO 

. DHARAMSALA BANKA BIHARI DAS 
BARCHANA MANAGOBINDA SAMAL 

. BINJHARPUR (SC) PABITRAMOHAN JENA 


PRAFULLA CHANDRA GHADE 
JAGANATHA MALLIK 

SARAT KUMAR DEB 

PRAHLAD MALLIK 

PRAHLAD MALLIK 

BHAGABAT PRASAD MOHANTY 
RAJKISHORE NAYAK 

PRATAP CHANDRA MOHANTY 
NARAYAN BIRABAR SAMANTA 
BASUDEB MOHAPATRA 
LAXMAN MALLICK 
TRILOCHAN KANUNGO 
BATAKRUSHNA JENA 

SARAT KUMAR KAR 

KANHU LENKA 
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66. 
67. 
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CONSTITUENCY 
CUTTACK CITY 
CUTTACK SADAR (SC) 
BANKI 

ATHGARH 
BARAMBA 
BHUBANESWAR 
BALIPATNA (SC) 
PIPLI 

NIMAPARA (SC) 
KAKATPUR 
SATYABADI 

PURI 

BRAHMAGIRI 
BANPUR 

KHURDA 

BEGUNIA 
KHANDPARA 
DASPALLA (SC) 
NAYAGARH 
RANPUR 
JAGANATHPRASAD (SC) 
BHANJANAGAR 
SURUDA 

ASKA 

KAVSURYA NAGAR 
KODALA 
KHALLIKOTE 
CHATRAPUR 

HINIILI 

DURA (SC) 
BERHAMPUR 
CHIKATI 

MOHANA (ST) 
RAMAGIRI (ST) 
PARLAKHEMUNDI 
GUNUPUR (ST) 
BISSAM CUTTACK (ST) 
RAYAGADA (ST) 
NARAYANPATNA (ST) 
NANDAPUR (ST) 
MALKANGIRI (ST) 
JEYPORE 

KOTPAD (ST) 


WINNER 

BHAIRAB CHANDRA MOHANTY 
SURA SETHI 

GOKULANANDA PRAHATAJ 
RADHANATH RATH 
TRILOCHAN HARICHANDAN 
HAREKRUSHNA MAHTAB 
BASANTA BEHERA 
ABHIMANYU RAN SINGH 
GOVINDA CHANDRA SETHI 
SURENDRANATH NAIK 
CHANDRAMADHAB MISRA 
BRAJAMOHAN MOHANTY 
GOPABANDHU PATRA 
RAMACHANDRA PRAHARAJA 
BENUDHAR BALIARSING 
GANGADHARA PAIKARAY 
BANSIDHAR PATTNAIK 
SAHEB NAIK 
ACHYUTANANDA MOHANTY 
RAMESHA CHANDRA PANDA 
BACHANAIK 

SOMNATH RATH 

ANANTA N. SINGHDEO 
KRUSHNA CHANDRA TRIPATHY 
SADANANDA MAHANTY 
RAMKRISHNA PATANAIK 
TRINATHA SAMANTRA 
LAKSHMANA MAHAPATRA 


BRUNDABAN NAIK 

MOHAN NAYAK 

BINAYAK ACHARYA 

S. ATCHIDANANDA DEO 
BHIMASENA MANDAL 
GOROSANG SOBORO 
LATCHANNA NAIDU DARAPU 
BHAGIRATHI GAMANGO 
PRASKA SRIPATHI 

HIMIRIKA RAGHUNATH 
TADINGI JOGI 

DISARI SANU 

GANGADHAR MADI 

PRATAP NARAYAN SINGH DEO 
DHANSAI RONDHARI 
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CONSTITUENCY 
NOWRANGPUR 
KODINGA (SC) 
DABUGAM (ST) 
UMERKOTE (ST) 
NAWAPARA (ST) 
KHARIAR 
DHARAMGARH (SC) 
KOKSARA 
JUNAGARH 
BHAWANIPATNA (SC) 
NARLA (ST) 
KESINGA 
UDAYAGIRI (ST) 
BALLIGUDA (ST) 
PHULBANI (ST) 
BAUDH 
SONEPUR 

BINKA 

TUSRA 
BOLANGIR 
LOSINGHA 
PATNAGARH 
SAINTALA 
TITILAGARH (SC) 
KANTABANII (SC) 
PADAMPUR 
MELCHHAMUNDA 
BIJEPUR (SC) 
BHATLI 
BARGARH 
SAMBALPUR 
BRAJARAJNAGAR 
JHARSUGUDA 
LAIKERA (ST) 
KUCHINDA (ST) 
RAIRAKHOL (SC) 
DEOGARH 
SUNDARGARH 
TALSARA (ST) 
RAJGANGPUR (ST) 
BISRA (ST) 
ROURKELA 
BONAI (ST) 


WINNER 

HABIBULLA KHAN 

PURNO CHANDRAMIRGAN 
DOMBARU MAJHI 
RABISINGH MAJHI 
GHASIRAM MAJHI 

ANUPA SINGH DEO 

LOCHAN DHANGADA MAJHI 
BIRAKESARI DEO 

TRINATH SARAB 

DAYANIDHI NAYAK 
DHANESWAR MAJHI 
BHAGAWAN BHOI 

GOPAL PRADHAN 

NARESH PRADHAN 
JAGADISH JANI 

NATABAR PRADHAN 
NIUAMBAR RAIGURU 
NARASINGHA CHARAN MISHRA 
RADHAMOHAN MISRA 
RAJINDRAN SINGH DEO 
NANDAKISHORE MISRA 
AINTHU SAHOO 

RAMESH C. SINGH BHOI 

TAPI JAL 

ACHYUTANAND MAHANAND 
KRUPASINDHU BHOI 
BIRENDRA KUMAR SAHU 
TRIBIKRAM MALLICK 

KUNJA BIHARI NAIK 
CHITTARANJAN KAR 
SRIBALLAV PANIGRAHI 
UPENDRA DIKSHIT 
JHASHAKETAN SAHU 
RAMESHWAR NAIK 
JAGATESWAR MIRDHA 
ABHIMANYU KUMBHAR 
BHANUGANGAA T. DEB RAJA 
DIBYALOCHAN SHEKHAR DEO 
GANGADHAR PRADHAN 
IGNACE MAJHI 

KULLAN BAGF 

SHYAM SUNDAR MOHAPATRA 


HEMENDRA PD. MAHAPATRA 
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CONSTITUENCY 
CHAMPUA (ST) 
PATNA (ST) 
KEONJHAR (ST) 
TELKORI (ST) 
RAMCHANDRAPUR 
ANANDPUR (SC) 
PAL LAHARA 
KAMAKHYANAGAR 
GONDIA 
DHENKANAL 
TALCHER (SC) 
CHHENDIPADA (SC) 
ANGUL 
ATHMALLIK 


WINNER 

SAHARAI ORAM 
MAHESWAR MAJHI 
CHHOTANAN MAJHI 
NILADRI NAYAK 
MURALIDHAR KUNHAR 
MAKAR SETHI 


NARAYAN SAHU 
BRAHMANANDA BISWAL 
BRUNDABAN TRIPATHY 
SURENDRA MOHAN PATTANAIK 
BRUNDABAN BEHERA 
BHAJAMAN BEHERA 
DEBARAJA SAHU 

RAJA KISHORE PRADHAN 
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Election Commission of India - State Election, 1971 to the Legislative Assembly of Orrisa 


PERFORMANCE OF POLITICAL PARTIES 


PARTY SEATS VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. BJS 21 0 21 30824 0.70% 4.65% 
2. CPI 29 4 16 210811 4.79% 19.85% 
3. CPM 11 2 8 52785 1.20% 12.21% 
4. INC 129 51 24 1240668 28.18% 30.76% 
5. NCO 50 1 49 79460 1.81% 4.89% 
6. PSP 50 4 33 267768 6.08% 14.88% 
7. SOP 15 0 11 53271 1.21% 11.39% 
8. SWA 115 36 47 767815 17.44% 22.65% 
420 98 209 2703402 61.41% 
STATE PARTIES 
9. FBL 4 0 4 8393 0.19% 5.66% 
10. JAC 66 1 55 227056 5.16% 10.84% 
11. UTC 139 33 61 1055826 23.99% 24.16% 
209 34 120 1291275 29.33% 
REGISTERED (Unrecognised) PARTIES 
12. JKP 14 4 5 72291 1.64% 20.68% 
13. PHJ 1 0 1 532 0.01% 2.59% 
14. SUC 1 0 1 2093 0.05% 5.13% 
16 4 7 74916 1.70% 
INDEPENDENTS 
15. IND 190 4 179 332327 7.55% 11.33% 
190 4 179 332327 7.55% 
Grand Total : 835 140 515 4401920 
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CANDIDATES DATA SUMMARY 


GEN 

1. NO.OF CONSTITUENCIES 84 
2. NOMINATIONS FILED 

a. Men 633 

b. Women 14 

c. Total 647 
3. NOMINATIONS REJECTED 

a. Men 12 

b. Women 1 

c. Total 13 
4. NOMINATIONS WITHDRAWN 

a. Men 110 

b. Women 3 

c. Total 113 
5. CONTESTING CANDIDATES 

a. Men 511 

b. Women 10 

c. Total 521 
6. FORFEITED DEPOSITS 

a. Men 326 

b. Women 7 

c. Total 333 
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TYPE OF CONSTITUENCY 


SC 


22 


21 


21 


78 


78 


ST 


34 


50 


51 


TOTAL 


140 
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ELECTORS DATA SUMMARY 


1. NO. OF CONSTITUENCIES 


2. ELECTORS 


a. Men 
b. Women 


c. Total 


3. ELECTORS WHO VOTED 


a. Men 
b. Women 


c. Total 


4. POLL PERCENTAGE 


5. VALID VOTES 


6. REJECTED VOTES 


a. Votes 


b. Percentage 


7. MISSING VOTES 


8. NO. OF POLLING STATIONS 


9. AVERAGE NO. OF 
ELECTORS PER POLLING 
STATION 
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GEN 


3508060 
3205640 
6713700 


1993119 
1299372 
3292491 


49.04 


3083794 


208697 
6.34 


79925 


TYPE OF CONSTITUENCY 


SC 


22 


872621 
810152 
1682773 


446430 
238531 
684961 


40.70 


641053 


43908 


76490 


ST 


1289223 
1165829 
2455052 


509373 
221549 
730922 


29.77 


677073 


72207 


TOTAL 


140 


5669904 
5181621 
10851525 


2948922 
1759452 
4708374 


43.39 


4401920 


12847 


845 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1- KARANJIA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : SWA 
Runner up : JKP 
MARGIN ss: 972 


rptConstituencySummary - Page 1 of 140 


4.90% 


MALE 


32081 
0 


32081 


COUNTING 


CANDIDATE 


PRAFULLA KUMAR DAS 


FEMALE TOTAL 

0 9 

0 0 

0 3 

0 6 

0 3 

31096 63177 

0 0 

31096 63177 

5640 21393 

0 0 

5640 21393 

33.86% of Total Electors) 
7.25% of Total Votes Polled) 
DECLARATION OF RESULT 

VOTES 
6108 
5136 


RAGHUNATH HEMRAM 


of Total Valid Votes ) 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - JASHIPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : INC 
Runner up : UTC 
MARGIN ss: 169 
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0.82% 


MALE 


21773 
20550 
1223 
0 


0 


COUNTING 


CANDIDATE 


LAL MOHAN NAYAK 


FEMALE TOTAL 

0 8 

0 0 

0 1 

0 7 

0 3 

33460 67637 

0 0 

33460 67637 

3591 21773 

0 0 

3591 21773 

32.19% of Total Electors) 
5.62% of Total Votes Polled) 
DECLARATION OF RESULT 

VOTES 
5079 
4910 


MOCHIRAM TRIYA 


of Total Valid Votes ) 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - RATRANGPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : JKP 
Runner up : UTC 
MARGIN ss: 754 
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2.61% 


MALE 


19099 
0 


19099 


30459 
28929 
1530 
0 


0 


COUNTING 


CANDIDATE 


SIDHALAL MURMU 


FEMALE TOTAL 
0 8 
0 (0) 
0 1 
0 7 
0 3 
33573 70898 
0 0 
33573 70898 
11360 30459 
0 0 
11360 30459 
42.96% of Total Electors) 
5.02% of Total Votes Polled) 
DECLARATION OF RESULT 
VOTES 
9653 
8899 


CHANDRA MOHAN SINHA 


of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4-BAHALDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. REJECTED 1 0 1 
3. WITHDRAWN 3 0 3 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 36414 31136 67550 
2. SERVICE 0 0 0 
3. TOTAL 36414 31136 67550 
I. ELECTORS WHO VOTED 
1. GENERAL 15433 8211 23644 
2. POSTAL 0 0 0 
3. TOTAL 15433 8211 23644 
IV. VOTES 
1. POLLED 23644 35.00% of Total Electors) 
2. VALID 22118 
3. REJECTED 1526 6.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JKP SASHI BHUSAN MARNDI 8454 
Runner up : INC RAM CHANDRA HANSDAH 4053 
MARGIN: 4401 19.90% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5 - BANGRIPOSI (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : SWA 
Runner up : JKP 
MARGIN -: 1445 
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6.79% 


23112 
21280 
1832 
0 


0 


COUNTING 


CANDIDATE 


RADHA MOHAN NAYAK 


FEMALE TOTAL 

1 11 

0 0 

0 0 

1 11 

1 9 

34641 72573 

0 0 

34641 72573 

9883 23112 

0 0 

9883 23112 

31.85% of Total Electors) 
7.93% of Total Votes Polled) 
DECLARATION OF RESULT 

VOTES 
5216 
3771 


JOYGOVINDA HEMBRAM 


of Total Valid Votes ) 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6-BARIPADA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 45383 38667 84050 
2. SERVICE 0 0 0 
3. TOTAL 45383 38667 84050 
I. ELECTORS WHO VOTED 
1. GENERAL 20974 16460 37434 
2. POSTAL 0 0 0 
3. TOTAL 20974 16460 37434 
IV. VOTES 
1. POLLED 37434 44.54% of Total Electors) 
2. VALID 34060 
3. REJECTED 3374 9.01% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND PROMOD BHANJ DEO 13610 
Runner up : UTC SANTOSH KUMAR SAHU 6378 
MARGIN: 7232 21.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7 - MURUDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 39527 33196 72723 
2. SERVICE 0 0 0 
3. TOTAL 39527 33196 72723 
I. ELECTORS WHO VOTED 
1. GENERAL 16683 9694 26377 
2. POSTAL 0 0 0 
3. TOTAL 16683 9694 26377 
IV. VOTES 
1. POLLED 26377 36.27% of Total Electors) 
2. VALID 24518 
3. REJECTED 1859 7.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA KUANRIA MAJHI 8838 
Runner up : UTC NIRANJAN HEMBRAM 5396 
MARGIN: 3442 14.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8 - BAISINGA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : PSP 
Runner up : JAC 
MARGIN ss: 4099 
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31867 
29663 
2204 
0 


0 


COUNTING 


CANDIDATE 


PRASANNA KUMAR DASH 


FEMALE TOTAL 

0 15 

0 0 

0 3 

0 12 

0 11 

31436 67132 

0 0 

31436 67132 

13350 31867 

0 0 

13350 31867 

47.47% of Total Electors) 
6.92% of Total Votes Polled) 
DECLARATION OF RESULT 

VOTES 
8327 
4228 


AJOY KUMAR DASH 


13.82% of Total Valid Votes ) 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9-KHUNTA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 38311 35134 73445 
2. SERVICE 0 0 0 
3. TOTAL 38311 35134 73445 
I. ELECTORS WHO VOTED 
1. GENERAL 17250 9959 27209 
2. POSTAL 0 0 0 
3. TOTAL 17250 9959 27209 
IV. VOTES 
1. POLLED 27209 37.05% of Total Electors) 
2. VALID 25510 
3. REJECTED 1699 6.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner UTC BIRABHADRA SINGH 6743 
Runner up : SWA MAHESWAR NAIK 6728 
MARGIN: 15 0.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 - UDALA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 34589 30966 65555 
2. SERVICE 0 0 0 
3. TOTAL 34589 30966 65555 
I. ELECTORS WHO VOTED 
1. GENERAL 17045 9484 26529 
2. POSTAL 0 0 0 
3. TOTAL 17045 9484 26529 
IV. VOTES 
1. POLLED 26529 40.47% of Total Electors) 
2. VALID 25067 
3. REJECTED 1462 5.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MAN MOHAN TUDU 9339 
Runner up : SWA RAVANESWAR MADHEI 7305 
MARGIN: 2034 8.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11 -BHOGRAI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 44465 39981 84446 
2. SERVICE 0 0 0 
3. TOTAL 44465 39981 84446 
I. ELECTORS WHO VOTED 
1. GENERAL 30407 23521 53928 
2. POSTAL 0 0 0 
3. TOTAL 30407 23521 53928 
IV. VOTES 
1. POLLED 53928 63.86% of Total Electors) 
2. VALID 51485 
3. REJECTED 2443 4.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC KARTIKESWAR PATRA 20299 
Runner up : PSP PYARI MOHAN DAS 13583 
MARGIN: 6716 13.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12- JALESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 43743 38835 82578 
2. SERVICE 0 0 0 
3. TOTAL 43743 38835 82578 
I. ELECTORS WHO VOTED 
1. GENERAL 27583 19764 47347 
2. POSTAL 0 0 0 
3. TOTAL 27583 19764 47347 
IV. VOTES 
1. POLLED 47347 57.34% of Total Electors) 
2. VALID 45210 
3. REJECTED 2137 4.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP PRASANT KUMAR PAL 17356 
Runner up : INC KUMAR CHANDRA CHAKRABARTY 16345 
MARGIN: 1011 2.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13-BASTA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 39299 34928 74227 
2. SERVICE 0 0 0 
3. TOTAL 39299 34928 74227 
I. ELECTORS WHO VOTED 
1. GENERAL 27572 18881 46453 
2. POSTAL 0 0 0 
3. TOTAL 27572 18881 46453 
IV. VOTES 
1. POLLED 46453 62.58% of Total Electors) 
2. VALID 44203 
3. REJECTED 2250 4.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC CHINTAMANI JENA 18240 
Runner up : PSP MAHESWAR BAG 15633 
MARGIN: 2607 5.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14 - BALASORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 37384 32623 70007 
2. SERVICE 0 0 0 
3. TOTAL 37384 32623 70007 
I. ELECTORS WHO VOTED 
1. GENERAL 22987 16293 39280 
2. POSTAL 0 0 0 
3. TOTAL 22987 16293 39280 
IV. VOTES 
1. POLLED 39280 56.11% of Total Electors) 
2. VALID 36445 
3. REJECTED 2835 7.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PRIYANATH NANDY 11796 
Runner up : PSP RABINDRA MOHAN DAS 6569 
MARGIN: 5227 14.34% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15 - NILGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 40769 38709 79478 
2. SERVICE 0 0 0 
3. TOTAL 40769 38709 79478 
I. ELECTORS WHO VOTED 
1. GENERAL 25587 17859 43446 
2. POSTAL 0 0 0 
3. TOTAL 25587 17859 43446 
IV. VOTES 
1. POLLED 43446 54.66% of Total Electors) 
2. VALID 41109 
3. REJECTED 2337 5.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM BANAMALI DAS 12277 
Runner up : INC PURNA CHANDRA PANDA 10395 
MARGIN: 1882 4.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16-SORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 43845 40265 84110 
2. SERVICE 0 0 0 
3. TOTAL 43845 40265 84110 
I. ELECTORS WHO VOTED 
1. GENERAL 29114 19288 48402 
2. POSTAL 0 0 0 
3. TOTAL 29114 19288 48402 
IV. VOTES 
1. POLLED 48402 57.55% of Total Electors) 
2. VALID 45369 
3. REJECTED 3033 6.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC JADUNATH DAS MOHAPATRA 14651 
Runner up : SWA HARA PRASAD MOHAPATRA 12417 
MARGIN: 2234 4.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 -SIMULIA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 46376 43402 89778 
2. SERVICE 0 0 0 
3. TOTAL 46376 43402 89778 
I. ELECTORS WHO VOTED 
1. GENERAL 28357 14963 43320 
2. POSTAL 0 0 0 
3. TOTAL 28357 14963 43320 
IV. VOTES 
1. POLLED 43320 48.25% of Total Electors) 
2. VALID 40164 
3. REJECTED 3156 7.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI CHINTAMANI JENA 9004 
Runner up : UTC PURUSHOTTAM SETHI 6767 
MARGIN: 2237 5.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 - BHADRAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 42480 36539 79019 
2. SERVICE 0 0 0 
3. TOTAL 42480 36539 79019 
I. ELECTORS WHO VOTED 
1. GENERAL 22254 18822 41076 
2. POSTAL 0 0 0 
3. TOTAL 22254 18822 41076 
IV. VOTES 
1. POLLED 41076 51.98% of Total Electors) 
2. VALID 38972 
3. REJECTED 2104 5.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC HAREKRUSHNA MAHATAB 22692 
Runner up : UTC BALARAM SAHOO 11727 
MARGIN: 10965 28.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - DHAMNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 53037 42972 96009 
2. SERVICE 0 0 0 
3. TOTAL 53037 42972 96009 
I. ELECTORS WHO VOTED 
1. GENERAL 28231 25350 53581 
2. POSTAL 0 0 0 
3. TOTAL 28231 25350 53581 
IV. VOTES 
1. POLLED 53581 55.81% of Total Electors) 
2. VALID 51369 
3. REJECTED 2212 4.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC HRUDANANDA MULLICK 25682 
Runner up : INC HARA DHAN MOHAPATRA 19221 
MARGIN: 6461 12.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - CHANDBALI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 43828 38778 82606 
2. SERVICE 0 0 0 
3. TOTAL 43828 38778 82606 
I. ELECTORS WHO VOTED 
1. GENERAL 24238 20506 44744 
2. POSTAL 0 0 0 
3. TOTAL 24238 20506 44744 
IV. VOTES 
1. POLLED 44744 54.17% of Total Electors) 
2. VALID 42850 
3. REJECTED 1894 4.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC GANGADHAR DAS 23305 
Runner up : UTC BAIRAGI JENA 13816 
MARGIN: 9489 22.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21 - BASUDEBPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 51808 38362 90170 
2. SERVICE 0 0 0 
3. TOTAL 51808 38362 90170 
I. ELECTORS WHO VOTED 
1. GENERAL 29212 25450 54662 
2. POSTAL 0 0 0 
3. TOTAL 29212 25450 54662 
IV. VOTES 
1. POLLED 54662 60.62% of Total Electors) 
2. VALID 52050 
3. REJECTED 2612 4.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC NILAMONI ROUTROY 25367 
Runner up : INC CHAKRADHARA BEHERA 17885 
MARGIN: 7482 14.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22-SUKINDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 1 9 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 39643 34723 74366 
2. SERVICE 0 0 0 
3. TOTAL 39643 34723 74366 
I. ELECTORS WHO VOTED 
1. GENERAL 23815 8937 32752 
2. POSTAL 0 0 0 
3. TOTAL 23815 8937 32752 
IV. VOTES 
1. POLLED 32752 44.04% of Total Electors) 
2. VALID 30262 
3. REJECTED 2490 7.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC SANATAN DEO 10370 
Runner up : JAC ANANDAMANIARI DEVI 7565 
MARGIN: 2805 9.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 - DHARAMSALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 43157 38769 81926 
2. SERVICE 0 0 0 
3. TOTAL 43157 38769 81926 
I. ELECTORS WHO VOTED 
1. GENERAL 23785 15465 39250 
2. POSTAL 0 0 0 
3. TOTAL 23785 15465 39250 
IV. VOTES 
1. POLLED 39250 47.91% of Total Electors) 
2. VALID 36580 
3. REJECTED 2670 6.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP BANKA BIHARI DAS 13779 
Runner up : UTC RABI DRANATH DAS 8929 
MARGIN: 4850 13.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24- BARCHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 44137 40665 84802 
2. SERVICE 0 0 0 
3. TOTAL 44137 40665 84802 
I. ELECTORS WHO VOTED 
1. GENERAL 26965 19770 46735 
2. POSTAL 0 0 0 
3. TOTAL 26965 19770 46735 
IV. VOTES 
1. POLLED 46735 55.11% of Total Electors) 
2. VALID 43300 
3. REJECTED 3435 7.35% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC MANAGOBINDA SAMAL 14327 
Runner up : CPI DUSASAN JENA 13021 
MARGIN: 1306 3.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - BINJHARPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 44893 41188 86081 
2. SERVICE 0 0 0 
3. TOTAL 44893 41188 86081 
I. ELECTORS WHO VOTED 
1. GENERAL 23913 15958 39871 
2. POSTAL 0 0 0 
3. TOTAL 23913 15958 39871 
IV. VOTES 
1. POLLED 39871 46.32% of Total Electors) 
2. VALID 37731 
3. REJECTED 2140 5.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PABITRAMOHAN JENA 19057 
Runner up : UTC BIRAJAPRASAD MALLIK 8766 
MARGIN: 10291 27.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - JAJPUR WEST 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 45330 39656 84986 
2. SERVICE 0 0 0 
3. TOTAL 45330 39656 84986 
I. ELECTORS WHO VOTED 
1. GENERAL 27094 18032 45126 
2. POSTAL 0 0 0 
3. TOTAL 27094 18032 45126 
IV. VOTES 
1. POLLED 45126 53.10% of Total Electors) 
2. VALID 42474 
3. REJECTED 2652 5.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PRAFULLA CHANDRA GHADE 15016 
Runner up : SWA ASHOK KUMAR DAS 12106 
MARGIN: 2910 6.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - JAJPUR EAST (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 45283 40347 85630 
2. SERVICE 0 0 0 
3. TOTAL 45283 40347 85630 
I. ELECTORS WHO VOTED 
1. GENERAL 24039 16719 40758 
2. POSTAL 0 0 0 
3. TOTAL 24039 16719 40758 
IV. VOTES 
1. POLLED 40758 47.60% of Total Electors) 
2. VALID 37517 
3. REJECTED 3241 7.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC JAGANATHA MALLIK 23202 
Runner up : JAC SANTANU KUMAR DAS 8660 
MARGIN: 14542 38.76% of Total Valid Votes ) 


rptConstituencySummary - Page 27 of 140 
37 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 -AUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 43710 37907 81617 
2. SERVICE 0 0 0 
3. TOTAL 43710 37907 81617 
I. ELECTORS WHO VOTED 
1. GENERAL 26758 24280 51038 
2. POSTAL 0 0 0 
3. TOTAL 26758 24280 51038 
IV. VOTES 
1. POLLED 51038 62.53% of Total Electors) 
2. VALID 47342 
3. REJECTED 3696 7.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA SARAT KUMAR DEB 12462 
Runner up : IND AMAR KUMAR DEO 8689 
MARGIN: 3773 7.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - PATAMUNDAI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 47129 42222 89351 
2. SERVICE 0 0 0 
3. TOTAL 47129 42222 89351 
I. ELECTORS WHO VOTED 
1. GENERAL 26534 19580 46114 
2. POSTAL 0 0 0 
3. TOTAL 26534 19580 46114 
IV. VOTES 
1. POLLED 46114 51.61% of Total Electors) 
2. VALID 43542 
3. REJECTED 2572 5.58% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC PRAHLAD MALLIK 15633 
Runner up : INC BABAJI CHARAN MALIK 15406 
MARGIN: 227 0.52% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30-RAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 50063 41236 91299 
2. SERVICE 0 0 0 
3. TOTAL 50063 41236 91299 
I. ELECTORS WHO VOTED 
1. GENERAL 33161 21326 54487 
2. POSTAL 0 0 0 
3. TOTAL 33161 21326 54487 
IV. VOTES 
1. POLLED 54487 59.68% of Total Electors) 
2. VALID 51010 
3. REJECTED 3477 6.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC PRAHLAD MALLIK 17684 
Runner up : INC DHRUBA CHARAN ROUTRAY 12251 
MARGIN: 5433 10.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 - KENDRAPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 1 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 45951 42583 88534 
2. SERVICE 0 0 0 
3. TOTAL 45951 42583 88534 
I. ELECTORS WHO VOTED 
1. GENERAL 30719 23585 54304 
2. POSTAL 0 0 0 
3. TOTAL 30719 23585 54304 
IV. VOTES 
1. POLLED 54304 61.34% of Total Electors) 
2. VALID 50985 
3. REJECTED 3319 6.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP BHAGABAT PRASAD MOHANTY 17374 
Runner up : INC PURSOTTAM NAYAK 16304 
MARGIN: 1070 2.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - PATKURA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 50159 43965 94124 
2. SERVICE 0 0 0 
3. TOTAL 50159 43965 94124 
I. ELECTORS WHO VOTED 
1. GENERAL 32191 24578 56769 
2. POSTAL 0 0 0 
3. TOTAL 32191 24578 56769 
IV. VOTES 
1. POLLED 56769 60.31% of Total Electors) 
2. VALID 52858 
3. REJECTED 3911 6.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC RAJKISHORE NAYAK 22540 
Runner up : PSP CHAKRADHAR SATAPATHY 12199 
MARGIN: 10341 19.56% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - TIRTOL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 40782 36983 77765 
2. SERVICE 0 0 0 
3. TOTAL 40782 36983 77765 
I. ELECTORS WHO VOTED 
1. GENERAL 26981 21372 48353 
2. POSTAL 0 0 0 
3. TOTAL 26981 21372 48353 
IV. VOTES 
1. POLLED 48353 62.18% of Total Electors) 
2. VALID 46483 
3. REJECTED 1870 3.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC PRATAP CHANDRA MOHANTY 24673 
Runner up : PSP NISHAMONI KHUNTIA 10605 
MARGIN: 14068 30.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-ERSAMA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 45562 40336 85898 
2. SERVICE 0 0 0 
3. TOTAL 45562 40336 85898 
I. ELECTORS WHO VOTED 
1. GENERAL 32510 25213 57723 
2. POSTAL 0 0 0 
3. TOTAL 32510 25213 57723 
IV. VOTES 
1. POLLED 57723 67.20% of Total Electors) 
2. VALID 54977 
3. REJECTED 2746 4.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC NARAYAN BIRABAR SAMANTA 28141 
Runner up : CPI LOKNATH CHOWDHURY 21394 
MARGIN: 6747 12.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - BALIKUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 1 10 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 8 1 9 
5. FORFEITED DEPOSIT 6 1 7 
Il. ELECTORS 
1. GENERAL 47289 43742 91031 
2. SERVICE 0 0 0 
3. TOTAL 47289 43742 91031 
I. ELECTORS WHO VOTED 
1. GENERAL 27088 22389 49477 
2. POSTAL 0 0 0 
3. TOTAL 27088 22389 49477 
IV. VOTES 
1. POLLED 49477 54.35% of Total Electors) 
2. VALID 45446 
3. REJECTED 4031 8.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BASUDEB MOHAPATRA 12907 
Runner up : SWA AGHUNATH MOHAPATRA 8972 
MARGIN: 3935 8.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36 - JAGATSINGHPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 46727 43118 89845 
2. SERVICE 0 0 0 
3. TOTAL 46727 43118 89845 
I. ELECTORS WHO VOTED 
1. GENERAL 22214 18791 41005 
2. POSTAL 0 0 0 
3. TOTAL 22214 18791 41005 
IV. VOTES 
1. POLLED 41005 45.64% of Total Electors) 
2. VALID 39311 
3. REJECTED 1694 4.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC LAXMAN MALLICK 20841 
Runner up : UTC SIKHAR DAS 10645 
MARGIN: 10196 25.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37 - GOBINDPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 
1. GENERAL 42039 37932 79971 
2. SERVICE 0 0 0 
3. TOTAL 42039 37932 79971 
I. ELECTORS WHO VOTED 
1. GENERAL 22314 21541 43855 
2. POSTAL 0 0 0 
3. TOTAL 22314 21541 43855 
IV. VOTES 
1. POLLED 43855 54.84% of Total Electors) 
2. VALID 41554 
3. REJECTED 2301 5.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TRILOCHAN KANUNGO 23992 
Runner up : JAC ANTARJYAMI PRADHAN 5019 
MARGIN: 18973 45.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - SALEPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 45571 41749 87320 
2. SERVICE 0 0 0 
3. TOTAL 45571 41749 87320 
I. ELECTORS WHO VOTED 
1. GENERAL 28321 23604 51925 
2. POSTAL 0 0 0 
3. TOTAL 28321 23604 51925 
IV. VOTES 
1. POLLED 51925 59.47% of Total Electors) 
2. VALID 48392 
3. REJECTED 3533 6.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC BATAKRUSHNA JENA 24333 
Runner up : JAC SURENDRANATH PATNAIK 17262 
MARGIN: 7071 14.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - MAHANGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 45739 41956 87695 
2. SERVICE 0 0 0 
3. TOTAL 45739 41956 87695 
I. ELECTORS WHO VOTED 
1. GENERAL 25312 22186 47498 
2. POSTAL 0 0 0 
3. TOTAL 25312 22186 47498 
IV. VOTES 
1. POLLED 47498 54.16% of Total Electors) 
2. VALID 44499 
3. REJECTED 2999 6.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC SARAT KUMAR KAR 15950 
Runner up : INC SHAIK MATLUB ALI 13600 
MARGIN: 2350 5.28% of Total Valid Votes ) 


rptConstituencySummary - Page 39 of 140 
49 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 - CHOWDWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 1 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 4 1 5 
Il. ELECTORS 
1. GENERAL 47700 40475 88175 
2. SERVICE 0 0 0 
3. TOTAL 47700 40475 88175 
I. ELECTORS WHO VOTED 
1. GENERAL 28619 19929 48548 
2. POSTAL 0 0 0 
3. TOTAL 28619 19929 48548 
IV. VOTES 
1. POLLED 48548 55.06% of Total Electors) 
2. VALID 44869 
3. REJECTED 3679 7.58% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC KANHU LENKA 18392 
Runner up : UTC BIJU PATNAIK 13178 
MARGIN: 5214 11.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 - CUTTACK CITY 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 12 1 13 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 1 2 
4. CONTESTED 11 0 11 
5. FORFEITED DEPOSIT 9 0 9 
Il. ELECTORS 
1. GENERAL 45064 29309 74373 
2. SERVICE 0 0 0 
3. TOTAL 45064 29309 74373 
I. ELECTORS WHO VOTED 
1. GENERAL 20328 17599 37927 
2. POSTAL 0 0 0 
3. TOTAL 20328 17599 37927 
IV. VOTES 
1. POLLED 37927 51.00% of Total Electors) 
2. VALID 35597 
3. REJECTED 2330 6.14% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BHAIRAB CHANDRA MOHANTY 13008 
Runner up : UTC BIREN MITRA 9077 
MARGIN: 3931 11.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 - CUTTACK SADAR (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VI. RESULT 
PARTY 
Winner : INC 
Runner up : CPI 
MARGIN ss: 5674 
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MALE FEMALE TOTAL 
13 0 13 
0 0 (0) 
3 0 3 
10 0 10 
8 0 8 
45896 39314 85210 
0 0 0 
45896 39314 85210 
17928 15693 33621 
(0) 0 0 
17928 15693 33621 
33621 39.46% of Total Electors) 
31237 
2384 7.09% of Total Votes Polled) 
0 
0 
COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
SURA SETHI 13150 
PRAHLAD SETHI 7476 


18.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - BANKI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 2 1 3 
Il. ELECTORS 
1. GENERAL 41675 35648 77323 
2. SERVICE 0 0 0 
3. TOTAL 41675 35648 77323 
I. ELECTORS WHO VOTED 
1. GENERAL 25035 18115 43150 
2. POSTAL 0 0 0 
3. TOTAL 25035 18115 43150 
IV. VOTES 
1. POLLED 43150 55.80% of Total Electors) 
2. VALID 41087 
3. REJECTED 2063 4.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC GOKULANANDA PRAHATAJ 16633 
Runner up : INC JOGESH CHANDRA ROUT 15998 
MARGIN: 635 1.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44- ATHGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 7 1 8 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 35504 33405 68909 
2. SERVICE 0 0 0 
3. TOTAL 35504 33405 68909 
I. ELECTORS WHO VOTED 
1. GENERAL 22895 14547 37442 
2. POSTAL 0 0 0 
3. TOTAL 22895 14547 37442 
IV. VOTES 
1. POLLED 37442 54.34% of Total Electors) 
2. VALID 34863 
3. REJECTED 2579 6.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND RADHANATH RATH 10454 
Runner up : SWA RANI RASMANIARI DEVI 9505 
MARGIN: 949 2.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - BARAMBA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 43833 40162 83995 
2. SERVICE 0 0 0 
3. TOTAL 43833 40162 83995 
I. ELECTORS WHO VOTED 
1. GENERAL 27262 16996 44258 
2. POSTAL 0 0 0 
3. TOTAL 27262 16996 44258 
IV. VOTES 
1. POLLED 44258 52.69% of Total Electors) 
2. VALID 41852 
3. REJECTED 2406 5.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA TRILOCHAN HARICHANDAN 18897 
Runner up : IND KRISHNA CHANDRA DAS 8024 
MARGIN: 10873 25.98% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - BHUBANESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 13 0 13 
2. REJECTED 1 0 1 
3. WITHDRAWN 5 0 5 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 56365 40279 96644 
2. SERVICE 0 0 0 
3. TOTAL 56365 40279 96644 
I. ELECTORS WHO VOTED 
1. GENERAL 29536 19310 48846 
2. POSTAL 0 0 0 
3. TOTAL 29536 19310 48846 
IV. VOTES 
1. POLLED 48846 50.54% of Total Electors) 
2. VALID 46212 
3. REJECTED 2634 5.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC HAREKRUSHNA MAHTAB 20274 
Runner up : UTC BIJU PATNAIK 14697 
MARGIN: 5577 12.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - BALIPATNA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 42438 38761 81199 
2. SERVICE 0 0 0 
3. TOTAL 42438 38761 81199 
I. ELECTORS WHO VOTED 
1. GENERAL 18638 13892 32530 
2. POSTAL 0 0 0 
3. TOTAL 18638 13892 32530 
IV. VOTES 
1. POLLED 32530 40.06% of Total Electors) 
2. VALID 30696 
3. REJECTED 1834 5.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BASANTA BEHERA 18783 
Runner up : UTC GOPINATH BHOI 6118 
MARGIN: 12665 41.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - PIPLI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 1 6 
5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 
1. GENERAL 40957 39768 80725 
2. SERVICE 0 0 0 
3. TOTAL 40957 39768 80725 
I. ELECTORS WHO VOTED 
1. GENERAL 26119 16348 42467 
2. POSTAL 0 0 0 
3. TOTAL 26119 16348 42467 
IV. VOTES 
1. POLLED 42467 52.61% of Total Electors) 
2. VALID 39395 
3. REJECTED 3072 7.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC ABHIMANYU RAN SINGH 15255 
Runner up : UTC JAYAKRUSHNA MOHANTY 9770 
MARGIN: 5485 13.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - NIMAPARA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 41435 40188 81623 
2. SERVICE 0 0 0 
3. TOTAL 41435 40188 81623 
I. ELECTORS WHO VOTED 
1. GENERAL 28233 19239 47472 
2. POSTAL 0 0 0 
3. TOTAL 28233 19239 47472 
IV. VOTES 
1. POLLED 47472 58.16% of Total Electors) 
2. VALID 44748 
3. REJECTED 2724 5.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC GOVINDA CHANDRA SETHI 12956 
Runner up : INC KANHU CHARAN MALIK 12934 
MARGIN: 22 0.05% of Total Valid Votes ) 


rptConstituencySummary - Page 49 of 140 
59 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - KAKATPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 44277 40924 85201 
2. SERVICE 0 0 0 
3. TOTAL 44277 40924 85201 
I. ELECTORS WHO VOTED 
1. GENERAL 30566 25957 56523 
2. POSTAL 0 0 0 
3. TOTAL 30566 25957 56523 
IV. VOTES 
1. POLLED 56523 66.34% of Total Electors) 
2. VALID 53657 
3. REJECTED 2866 5.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC SURENDRANATH NAIK 16047 
Runner up : INC BRUNDABAN PATRA 14421 
MARGIN: 1626 3.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51-SATYABADI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 42904 41236 84140 
2. SERVICE 0 0 0 
3. TOTAL 42904 41236 84140 
I. ELECTORS WHO VOTED 
1. GENERAL 25717 19373 45090 
2. POSTAL 0 0 0 
3. TOTAL 25717 19373 45090 
IV. VOTES 
1. POLLED 45090 53.59% of Total Electors) 
2. VALID 42051 
3. REJECTED 3039 6.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND CHANDRAMADHAB MISRA 21427 
Runner up : UTC GANGADHAR MOHAPATRA 18895 
MARGIN: 2532 6.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52- PURI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 43043 37769 80812 
2. SERVICE 0 0 0 
3. TOTAL 43043 37769 80812 
I. ELECTORS WHO VOTED 
1. GENERAL 24043 16641 40684 
2. POSTAL 0 0 0 
3. TOTAL 24043 16641 40684 
IV. VOTES 
1. POLLED 40684 50.34% of Total Electors) 
2. VALID 37215 
3. REJECTED 3469 8.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BRAJAMOHAN MOHANTY 15510 
Runner up : UTC RAMAHARI RATH 8677 
MARGIN: 6833 18.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - BRAHMAGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 39219 37841 77060 
2. SERVICE 0 0 0 
3. TOTAL 39219 37841 77060 
I. ELECTORS WHO VOTED 
1. GENERAL 23701 14929 38630 
2. POSTAL 0 0 0 
3. TOTAL 23701 14929 38630 
IV. VOTES 
1. POLLED 38630 50.13% of Total Electors) 
2. VALID 36527 
3. REJECTED 2103 5.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC GOPABANDHU PATRA 10135 
Runner up : CPM SIDHESWAR PANIGRAHI 7397 
MARGIN: 2738 7.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-BANPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 44342 42157 86499 
2. SERVICE 0 0 0 
3. TOTAL 44342 42157 86499 
I. ELECTORS WHO VOTED 
1. GENERAL 26477 19213 45690 
2. POSTAL 0 0 0 
3. TOTAL 26477 19213 45690 
IV. VOTES 
1. POLLED 45690 52.82% of Total Electors) 
2. VALID 42618 
3. REJECTED 3072 6.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA RAMACHANDRA PRAHARAJA 17723 
Runner up : INC RAGHUNATH ARAY 15621 
MARGIN: 2102 4.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - KHURDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 43299 41703 85002 
2. SERVICE 0 0 0 
3. TOTAL 43299 41703 85002 
I. ELECTORS WHO VOTED 
1. GENERAL 24297 18829 43126 
2. POSTAL 0 0 0 
3. TOTAL 24297 18829 43126 
IV. VOTES 
1. POLLED 43126 50.74% of Total Electors) 
2. VALID 39059 
3. REJECTED 4067 9.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BENUDHAR BALIARSING 16903 
Runner up : UTC BIJU PATNAIK 8270 
MARGIN: 8633 22.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - BEGUNIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 43111 41525 84636 
2. SERVICE 0 0 0 
3. TOTAL 43111 41525 84636 
I. ELECTORS WHO VOTED 
1. GENERAL 26512 21080 47592 
2. POSTAL 0 0 0 
3. TOTAL 26512 21080 47592 
IV. VOTES 
1. POLLED 47592 56.23% of Total Electors) 
2. VALID 43275 
3. REJECTED 4317 9.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI GANGADHARA PAIKARAY 15187 
Runner up : UTC SATYANANDA CHAMPATIRAY 11398 
MARGIN: 3789 8.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57- KHANDPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 36860 35150 72010 
2. SERVICE 0 0 0 
3. TOTAL 36860 35150 72010 
I. ELECTORS WHO VOTED 
1. GENERAL 21440 3277 24717 
2. POSTAL 0 0 0 
3. TOTAL 21440 3277 24717 
IV. VOTES 
1. POLLED 24717 34.32% of Total Electors) 
2. VALID 23032 
3. REJECTED 1685 6.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND BANSIDHAR PATTNAIK 6092 
Runner up : INC SASHIDHAR PADHAN 5513 
MARGIN: 579 2.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - DASPALLA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 37462 35962 73424 
2. SERVICE 0 0 0 
3. TOTAL 37462 35962 73424 
I. ELECTORS WHO VOTED 
1. GENERAL 17975 3861 21836 
2. POSTAL 0 0 0 
3. TOTAL 17975 3861 21836 
IV. VOTES 
1. POLLED 21836 29.74% of Total Electors) 
2. VALID 20623 
3. REJECTED 1213 5.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SAHEB NAIK 10314 
Runner up : SWA NARAYAN NAIK 4315 
MARGIN: 5999 29.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59 - NAYAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 40367 37338 77705 
2. SERVICE 0 0 0 
3. TOTAL 40367 37338 77705 
I. ELECTORS WHO VOTED 
1. GENERAL 26931 8144 35075 
2. POSTAL 0 0 0 
3. TOTAL 26931 8144 35075 
IV. VOTES 
1. POLLED 35075 45.14% of Total Electors) 
2. VALID 34103 
3. REJECTED 972 2.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC ACHYUTANANDA MOHANTY 13244 
Runner up : INC NARASINGH BISWAL 6062 
MARGIN: 7182 21.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 - RANPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 1 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 37715 34645 72360 
2. SERVICE 0 0 0 
3. TOTAL 37715 34645 72360 
I. ELECTORS WHO VOTED 
1. GENERAL 22426 11695 34121 
2. POSTAL 0 0 0 
3. TOTAL 22426 11695 34121 
IV. VOTES 
1. POLLED 34121 47.15% of Total Electors) 
2. VALID 32237 
3. REJECTED 1884 5.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM RAMESHA CHANDRA PANDA 13037 
Runner up : INC GURU PRASAD PATNAIK 6651 
MARGIN: 6386 19.81% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 - JAGANATHPRASAD (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 37818 38086 75904 
2. SERVICE 0 0 0 
3. TOTAL 37818 38086 75904 
I. ELECTORS WHO VOTED 
1. GENERAL 16632 5839 22471 
2. POSTAL 0 0 0 
3. TOTAL 16632 5839 22471 
IV. VOTES 
1. POLLED 22471 29.60% of Total Electors) 
2. VALID 21297 
3. REJECTED 1174 5.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BACHANAIK 11072 
Runner up : UTC UDAYA NATH NAIK 7069 
MARGIN: 4003 18.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - BHANJANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 1 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 1 1 2 
Il. ELECTORS 
1. GENERAL 41368 42316 83684 
2. SERVICE 0 0 0 
3. TOTAL 41368 42316 83684 
I. ELECTORS WHO VOTED 
1. GENERAL 39738 2912 42650 
2. POSTAL 0 0 0 
3. TOTAL 39738 2912 42650 
IV. VOTES 
1. POLLED 42650 50.97% of Total Electors) 
2. VALID 40034 
3. REJECTED 2616 6.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SOMNATH RATH 17778 
Runner up : UTC BIJAYANANDA PATNAIK 14987 
MARGIN: 2791 6.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 -SURUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 38656 37284 75940 
2. SERVICE 0 0 0 
3. TOTAL 38656 37284 75940 
I. ELECTORS WHO VOTED 
1. GENERAL 20527 9767 30294 
2. POSTAL 0 0 0 
3. TOTAL 20527 9767 30294 
IV. VOTES 
1. POLLED 30294 39.89% of Total Electors) 
2. VALID 28593 
3. REJECTED 1701 5.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA ANANTA N. SINGHDEO 11843 
Runner up : INC UMA ANKARA KHADANGA 8642 
MARGIN: 3201 11.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64-ASKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 39133 39507 78640 
2. SERVICE 0 0 0 
3. TOTAL 39133 39507 78640 
I. ELECTORS WHO VOTED 
1. GENERAL 25721 21897 47618 
2. POSTAL 0 0 0 
3. TOTAL 25721 21897 47618 
IV. VOTES 
1. POLLED 47618 60.55% of Total Electors) 
2. VALID 45448 
3. REJECTED 2170 4.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC KRUSHNA CHANDRA TRIPATHY 19890 
Runner up : CPI HARI HARA DASS 19263 
MARGIN: 627 1.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - KAVSURYA NAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 47353 42114 89467 
2. SERVICE 0 0 0 
3. TOTAL 47353 42114 89467 
I. ELECTORS WHO VOTED 
1. GENERAL 25051 22163 47214 
2. POSTAL 0 0 0 
3. TOTAL 25051 22163 47214 
IV. VOTES 
1. POLLED 47214 52.77% of Total Electors) 
2. VALID 44416 
3. REJECTED 2798 5.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI SADANANDA MAHANTY 13205 
Runner up : UTC RADHA GOVINDA SAHU 10997 
MARGIN: 2208 4.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66- KODALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 41764 37265 79029 
2. SERVICE 0 0 0 
3. TOTAL 41764 37265 79029 
I. ELECTORS WHO VOTED 
1. GENERAL 22272 23014 45286 
2. POSTAL 0 0 0 
3. TOTAL 22272 23014 45286 
IV. VOTES 
1. POLLED 45286 57.30% of Total Electors) 
2. VALID 43195 
3. REJECTED 2091 4.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC RAMKRISHNA PATANAIK 16550 
Runner up : SWA HARIHARA DAS 12643 
MARGIN: 3907 9.05% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67 - KHALLIKOTE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 1 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 2 1 3 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 42758 40363 83121 
2. SERVICE 0 0 0 
3. TOTAL 42758 40363 83121 
I. ELECTORS WHO VOTED 
1. GENERAL 26430 22187 48617 
2. POSTAL 0 0 0 
3. TOTAL 26430 22187 48617 
IV. VOTES 
1. POLLED 48617 58.49% of Total Electors) 
2. VALID 46308 
3. REJECTED 2309 4.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC TRINATHA SAMANTRA 18550 
Runner up : SOP NARAYANA SAHU 17258 
MARGIN: 1292 2.79% of Total Valid Votes ) 


rptConstituencySummary - Page 67 of 140 
77 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - CHATRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 44089 39383 83472 
2. SERVICE 0 0 0 
3. TOTAL 44089 39383 83472 
I. ELECTORS WHO VOTED 
1. GENERAL 21970 16423 38393 
2. POSTAL 0 0 0 
3. TOTAL 21970 16423 38393 
IV. VOTES 
1. POLLED 38393 46.00% of Total Electors) 
2. VALID 36391 
3. REJECTED 2002 5.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI LAKSHMANA MAHAPATRA 16830 
Runner up : INC V. SITARAMAYA 12518 
MARGIN: 4312 11.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - HINJILI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 41462 38334 79796 
2. SERVICE 0 0 0 
3. TOTAL 41462 38334 79796 
I. ELECTORS WHO VOTED 
1. GENERAL 22964 16910 39874 
2. POSTAL 0 0 0 
3. TOTAL 22964 16910 39874 
IV. VOTES 
1. POLLED 39874 49.97% of Total Electors) 
2. VALID 37278 
3. REJECTED 2596 6.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC BRUNDABAN NAIK 14605 
Runner up : IND UDAYANATH PALA 9218 
MARGIN: 5387 14.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70 - DURA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 34250 35713 69963 
2. SERVICE 0 0 0 
3. TOTAL 34250 35713 69963 
I. ELECTORS WHO VOTED 
1. GENERAL 27808 866 28674 
2. POSTAL 0 0 0 
3. TOTAL 27808 866 28674 
IV. VOTES 
1. POLLED 28674 40.98% of Total Electors) 
2. VALID 26864 
3. REJECTED 1810 6.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MOHAN NAYAK 15532 
Runner up : SWA MOHAN BEHERA 4042 
MARGIN: 11490 42.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71 -BERHAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 42500 38846 81346 
2. SERVICE 0 0 0 
3. TOTAL 42500 38846 81346 
I. ELECTORS WHO VOTED 
1. GENERAL 21926 17741 39667 
2. POSTAL 0 0 0 
3. TOTAL 21926 17741 39667 
IV. VOTES 
1. POLLED 39667 48.76% of Total Electors) 
2. VALID 38028 
3. REJECTED 1639 4.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BINAYAK ACHARYA 30094 
Runner up : UTC BASANFAKUMAR PANIGRAHI 6067 
MARGIN: 24027 63.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 - CHIKATI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 3 0 3 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 43111 45031 88142 
2. SERVICE 0 0 0 
3. TOTAL 43111 45031 88142 
I. ELECTORS WHO VOTED 
1. GENERAL 24329 19308 43637 
2. POSTAL 0 0 0 
3. TOTAL 24329 19308 43637 
IV. VOTES 
1. POLLED 43637 49.51% of Total Electors) 
2. VALID 41870 
3. REJECTED 1767 4.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S. ATCHIDANANDA DEO 28633 
Runner up : SWA MANIKESWARI PRASAD DEV 9591 
MARGIN: 19042 45.48% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - MOHANA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 39307 34791 74098 
2. SERVICE 0 0 0 
3. TOTAL 39307 34791 74098 
I. ELECTORS WHO VOTED 
1. GENERAL 12560 7878 20438 
2. POSTAL 0 0 0 
3. TOTAL 12560 7878 20438 
IV. VOTES 
1. POLLED 20438 27.58% of Total Electors) 
2. VALID 19349 
3. REJECTED 1089 5.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BHIMASENA MANDAL 10932 
Runner up : UTC CHAKRADHAR PAIK 8081 
MARGIN: 2851 14.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74 - RAMAGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 37025 35658 72683 
2. SERVICE 0 0 0 
3. TOTAL 37025 35658 72683 
I. ELECTORS WHO VOTED 
1. GENERAL 11129 9623 20752 
2. POSTAL 0 0 0 
3. TOTAL 11129 9623 20752 
IV. VOTES 
1. POLLED 20752 28.55% of Total Electors) 
2. VALID 19329 
3. REJECTED 1423 6.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC GOROSANG SOBORO 9756 
Runner up : SWA MADHU BHOYA 2688 
MARGIN: 7068 36.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - PARLAKHEMUNDI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 40265 38528 78793 
2. SERVICE 0 0 0 
3. TOTAL 40265 38528 78793 
I. ELECTORS WHO VOTED 
1. GENERAL 26537 22153 48690 
2. POSTAL 0 0 0 
3. TOTAL 26537 22153 48690 
IV. VOTES 
1. POLLED 48690 61.79% of Total Electors) 
2. VALID 46007 
3. REJECTED 2683 5.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA LATCHANNA NAIDU DARAPU 15248 
Runner up : UTC N. KURMANAIKULU 15223 
MARGIN: 25 0.05% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - GUNUPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 43179 41442 84621 
2. SERVICE 0 0 0 
3. TOTAL 43179 41442 84621 
I. ELECTORS WHO VOTED 
1. GENERAL 19140 12521 31661 
2. POSTAL 0 0 0 
3. TOTAL 19140 12521 31661 
IV. VOTES 
1. POLLED 31661 37.42% of Total Electors) 
2. VALID 29712 
3. REJECTED 1949 6.16% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BHAGIRATHI GAMANGO 18692 
Runner up : SWA BANDHU GAMANGO 7180 
MARGIN: 11512 38.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77 - BISSAM CUTTACK (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 40906 36131 77037 
2. SERVICE 0 0 0 
3. TOTAL 40906 36131 771037 
I. ELECTORS WHO VOTED 
1. GENERAL 15402 6362 21764 
2. POSTAL 0 0 0 
3. TOTAL 15402 6362 21764 
IV. VOTES 
1. POLLED 21764 28.25% of Total Electors) 
2. VALID 20015 
3. REJECTED 1749 8.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA PRASKA SRIPATHI 11730 
Runner up : UTC ULKA DAMBARU DHAR 7032 
MARGIN: 4698 23.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - RAYAGADA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 36602 35864 72466 
2. SERVICE 0 0 0 
3. TOTAL 36602 35864 72466 
I. ELECTORS WHO VOTED 
1. GENERAL 16173 5854 22027 
2. POSTAL 0 0 0 
3. TOTAL 16173 5854 22027 
IV. VOTES 
1. POLLED 22027 30.40% of Total Electors) 
2. VALID 20044 
3. REJECTED 1983 9.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC HIMIRIKA RAGHUNATH 8642 
Runner up : UTC ANANTARAM MAJHI 5441 
MARGIN: 3201 15.97% of Total Valid Votes ) 


rptConstituencySummary - Page 78 of 140 
88 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - NARAYANPATNA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 37471 35042 72513 
2. SERVICE 0 0 0 
3. TOTAL 37471 35042 72513 
I. ELECTORS WHO VOTED 
1. GENERAL 12758 2946 15704 
2. POSTAL 0 0 0 
3. TOTAL 12758 2946 15704 
IV. VOTES 
1. POLLED 15704 21.66% of Total Electors) 
2. VALID 14275 
3. REJECTED 1429 9.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TADINGI JOGI 4941 
Runner up : SWA BIDIKA MALANNA 4667 
MARGIN: 274 1.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80-NANDAPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 1 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 37438 32291 69729 
2. SERVICE 0 0 0 
3. TOTAL 37438 32291 69729 
I. ELECTORS WHO VOTED 
1. GENERAL 10519 1821 12340 
2. POSTAL 0 0 0 
3. TOTAL 10519 1821 12340 
IV. VOTES 
1. POLLED 12340 17.70% of Total Electors) 
2. VALID 11324 
3. REJECTED 1016 8.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC DISARI SANU 3898 
Runner up : INC PANGI MUSARI SANTA 2738 
MARGIN: 1160 10.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - MALKANGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 53378 48508 101886 
2. SERVICE 0 0 0 
3. TOTAL 53378 48508 101886 
I. ELECTORS WHO VOTED 
1. GENERAL 15047 2740 17787 
2. POSTAL 0 0 0 
3. TOTAL 15047 2740 17787 
IV. VOTES 
1. POLLED 17787 17.46% of Total Electors) 
2. VALID 16023 
3. REJECTED 1764 9.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC GANGADHAR MADI 7750 
Runner up : UTC PRAHALLAD DORA 2688 
MARGIN: 5062 31.59% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 - JEYPORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 11 0 11 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 33451 30393 63844 
2. SERVICE 0 0 0 
3. TOTAL 33451 30393 63844 
I. ELECTORS WHO VOTED 
1. GENERAL 15807 7232 23039 
2. POSTAL 0 0 0 
3. TOTAL 15807 7232 23039 
IV. VOTES 
1. POLLED 23039 36.09% of Total Electors) 
2. VALID 21644 
3. REJECTED 1395 6.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA PRATAP NARAYAN SINGH DEO 7445 
Runner up : INC HARISH CHANDRA BAXIPATRA 6118 
MARGIN: 1327 6.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - KOTPAD (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 40368 36662 77030 
2. SERVICE 0 0 0 
3. TOTAL 40368 36662 77030 
I. ELECTORS WHO VOTED 
1. GENERAL 13965 4021 17986 
2. POSTAL 0 0 0 
3. TOTAL 13965 4021 17986 
IV. VOTES 
1. POLLED 17986 23.35% of Total Electors) 
2. VALID 16577 
3. REJECTED 1409 7.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA DHANSAI RONDHARI 6681 
Runner up : INC SURY NARAYAN MAJHI 4946 
MARGIN: 1735 10.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84- NOWRANGPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 
MARGIN -: 1242 6.71% 
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MALE FEMALE TOTAL 
12 0 12 
0 0 0 
1 0 1 
11 0 11 
9 0 9 
39954 37361 77315 
0 0 0 
39954 37361 77315 
15122 5320 20442 
0 0 0 
15122 5320 20442 
20442 26.44% of Total Electors) 
18497 
1945 9.51% of Total Votes Polled) 
0 
0 
COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
HABIBULLA KHAN 5189 
JAGANATH TRIPATHI 3947 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - KODINGA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 37793 34763 72556 
2. SERVICE 0 0 0 
3. TOTAL 37793 34763 72556 
I. ELECTORS WHO VOTED 
1. GENERAL 13459 3133 16592 
2. POSTAL 0 0 0 
3. TOTAL 13459 3133 16592 
IV. VOTES 
1. POLLED 16592 22.87% of Total Electors) 
2. VALID 15090 
3. REJECTED 1502 9.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC PURNO CHANDRAMIRGAN 5426 
Runner up : INC SAHADEB DOMBA 4295 
MARGIN: 1131 7.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86- DABUGAM (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 40753 37575 78328 
2. SERVICE 0 0 0 
3. TOTAL 40753 37575 78328 
I. ELECTORS WHO VOTED 
1. GENERAL 15712 4252 19964 
2. POSTAL 0 0 0 
3. TOTAL 15712 4252 19964 
IV. VOTES 
1. POLLED 19964 25.49% of Total Electors) 
2. VALID 17956 
3. REJECTED 2008 10.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA DOMBARU MAJHI 6981 
Runner up : UTC BUDU NAYAK 5277 
MARGIN: 1704 9.49% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87 - UMERKOTE (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 43747 40141 83888 
2. SERVICE 0 0 0 
3. TOTAL 43747 40141 83888 
I. ELECTORS WHO VOTED 
1. GENERAL 18682 5794 24476 
2. POSTAL 0 0 0 
3. TOTAL 18682 5794 24476 
IV. VOTES 
1. POLLED 24476 29.18% of Total Electors) 
2. VALID 22422 
3. REJECTED 2054 8.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC RABISINGH MAJHI 7487 
Runner up : SWA LAKSHMINARAYAN MAJHI 7447 
MARGIN: 40 0.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 - NAWAPARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 33097 34208 67305 
2. SERVICE 0 0 0 
3. TOTAL 33097 34208 67305 
I. ELECTORS WHO VOTED 
1. GENERAL 17009 6925 23934 
2. POSTAL 0 0 0 
3. TOTAL 17009 6925 23934 
IV. VOTES 
1. POLLED 23934 35.56% of Total Electors) 
2. VALID 21944 
3. REJECTED 1990 8.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA GHASIRAM MAJHI 7684 
Runner up : INC DURYODHAN MAJHI 6867 
MARGIN: 817 3.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89 - KHARIAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 31318 33034 64352 
2. SERVICE 0 0 0 
3. TOTAL 31318 33034 64352 
I. ELECTORS WHO VOTED 
1. GENERAL 20357 8959 29316 
2. POSTAL 0 0 0 
3. TOTAL 20357 8959 29316 
IV. VOTES 
1. POLLED 29316 45.56% of Total Electors) 
2. VALID 26723 
3. REJECTED 2593 8.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: NCO ANUPA SINGH DEO 15263 
Runner up : UTC UPENDRANATH BARIK 4265 
MARGIN: 10998 41.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90 - DHARAMGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 29819 22652 52471 
2. SERVICE 0 0 0 
3. TOTAL 29819 22652 52471 
I. ELECTORS WHO VOTED 
1. GENERAL 16582 6442 23024 
2. POSTAL 0 0 0 
3. TOTAL 16582 6442 23024 
IV. VOTES 
1. POLLED 23024 43.88% of Total Electors) 
2. VALID 21066 
3. REJECTED 1958 8.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA LOCHAN DHANGADA MAJHI 11400 
Runner up : INC JAGA MOHAN NAYAK 4260 
MARGIN: 7140 33.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 91- KOKSARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 33022 30804 63826 
2. SERVICE 0 0 0 
3. TOTAL 33022 30804 63826 
I. ELECTORS WHO VOTED 
1. GENERAL 17246 7569 24815 
2. POSTAL 0 0 0 
3. TOTAL 17246 7569 24815 
IV. VOTES 
1. POLLED 24815 38.88% of Total Electors) 
2. VALID 22329 
3. REJECTED 2486 10.02% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA BIRAKESARI DEO 14908 
Runner up : INC JUDHISTIR MAJHI 2899 
MARGIN: 12009 53.78% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 92 - JUNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 33715 33668 67383 
2. SERVICE 0 0 0 
3. TOTAL 33715 33668 67383 
I. ELECTORS WHO VOTED 
1. GENERAL 19064 8896 27960 
2. POSTAL 0 0 0 
3. TOTAL 19064 8896 27960 
IV. VOTES 
1. POLLED 27960 41.49% of Total Electors) 
2. VALID 25395 
3. REJECTED 2565 9.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA TRINATH SARAB 16048 
Runner up : INC LAMBODAR MEHER 3001 
MARGIN: 13047 51.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 93 - BHAWANIPATNA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 29510 28372 57882 
2. SERVICE 0 0 0 
3. TOTAL 29510 28372 57882 
I. ELECTORS WHO VOTED 
1. GENERAL 15692 7645 23337 
2. POSTAL 0 0 0 
3. TOTAL 15692 7645 23337 
IV. VOTES 
1. POLLED 23337 40.32% of Total Electors) 
2. VALID 21249 
3. REJECTED 2088 8.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA DAYANIDHI NAYAK 15016 
Runner up : IND ARTATRANA NAYAK 2445 
MARGIN: 12571 59.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 94-NARLA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 28771 27762 56533 
2. SERVICE 0 0 0 
3. TOTAL 28771 27762 56533 
I. ELECTORS WHO VOTED 
1. GENERAL 13396 3292 16688 
2. POSTAL 0 0 0 
3. TOTAL 13396 3292 16688 
IV. VOTES 
1. POLLED 16688 29.52% of Total Electors) 
2. VALID 15335 
3. REJECTED 1353 8.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA DHANESWAR MAJHI 9972 
Runner up : PSP BENUDHAR BHOI 2040 
MARGIN: 7932 51.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 95 - KESINGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 22 0 22 
2. REJECTED 1 0 1 
3. WITHDRAWN 14 0 14 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 33438 32559 65997 
2. SERVICE 0 0 0 
3. TOTAL 33438 32559 65997 
I. ELECTORS WHO VOTED 
1. GENERAL 16462 6632 23094 
2. POSTAL 0 0 0 
3. TOTAL 16462 6632 23094 
IV. VOTES 
1. POLLED 23094 34.99% of Total Electors) 
2. VALID 21357 
3. REJECTED 1737 7.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA BHAGAWAN BHOI 9294 
Runner up : PSP NAGENDRA NATH CHOUDHURY 3982 
MARGIN: 5312 24.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 96- UDAYAGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 47254 42750 90004 
2. SERVICE 0 0 0 
3. TOTAL 47254 42750 90004 
I. ELECTORS WHO VOTED 
1. GENERAL 15132 6710 21842 
2. POSTAL 0 0 0 
3. TOTAL 15132 6710 21842 
IV. VOTES 
1. POLLED 21842 24.27% of Total Electors) 
2. VALID 20600 
3. REJECTED 1242 5.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA GOPAL PRADHAN 7584 
Runner up : INC SARANG DHAR PRADHAN 5394 
MARGIN: 2190 10.63% of Total Valid Votes ) 


rptConstituencySummary - Page 96 of 140 
106 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 97-BALLIGUDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 2 0 2 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 39122 35749 74871 
2. SERVICE 0 0 0 
3. TOTAL 39122 35749 74871 
I. ELECTORS WHO VOTED 
1. GENERAL 12956 4602 17558 
2. POSTAL 0 0 0 
3. TOTAL 12956 4602 17558 
IV. VOTES 
1. POLLED 17558 23.45% of Total Electors) 
2. VALID 15953 
3. REJECTED 1605 9.14% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA NARESH PRADHAN 5020 
Runner up : IND SADANANDA KANHAR 3719 
MARGIN: 1301 8.16% of Total Valid Votes ) 


rptConstituencySummary - Page 97 of 140 
107 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 98 - PHULBANI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 37090 36714 73804 
2. SERVICE 0 0 0 
3. TOTAL 37090 36714 73804 
I. ELECTORS WHO VOTED 
1. GENERAL 10683 3097 13780 
2. POSTAL 0 0 0 
3. TOTAL 10683 3097 13780 
IV. VOTES 
1. POLLED 13780 18.67% of Total Electors) 
2. VALID 12579 
3. REJECTED 1201 8.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC JAGADISH JANI 3893 
Runner up : SWA BARADAPRASANNA KANHAR 3679 
MARGIN: 214 1.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 99 - BAUDH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 1 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 40397 38898 79295 
2. SERVICE 0 0 0 
3. TOTAL 40397 38898 79295 
I. ELECTORS WHO VOTED 
1. GENERAL 23011 13495 36506 
2. POSTAL 0 0 0 
3. TOTAL 23011 13495 36506 
IV. VOTES 
1. POLLED 36506 46.04% of Total Electors) 
2. VALID 33709 
3. REJECTED 2797 7.66% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA NATABAR PRADHAN 13653 
Runner up : JAC HIMANSU SEKHAR PADHI 12721 
MARGIN: 932 2.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 100 - SONEPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 37134 34918 72052 
2. SERVICE 0 0 0 
3. TOTAL 37134 34918 72052 
I. ELECTORS WHO VOTED 
1. GENERAL 18473 8578 27051 
2. POSTAL 0 0 0 
3. TOTAL 18473 8578 27051 
IV. VOTES 
1. POLLED 27051 37.54% of Total Electors) 
2. VALID 25163 
3. REJECTED 1888 6.98% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA NIUAMBAR RAIGURU 12205 
Runner up : INC HRUSHIKESH HOTA 6794 
MARGIN: 5411 21.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 101 - BINKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 11 0 11 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 42839 40820 83659 
2. SERVICE 0 0 0 
3. TOTAL 42839 40820 83659 
I. ELECTORS WHO VOTED 
1. GENERAL 23140 12020 35160 
2. POSTAL 0 0 0 
3. TOTAL 23140 12020 35160 
IV. VOTES 
1. POLLED 35160 42.03% of Total Electors) 
2. VALID 32673 
3. REJECTED 2487 7.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA NARASINGHA CHARAN MISHRA 13085 
Runner up : INC NARASINGHA NANDA 7159 
MARGIN: 5326 16.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 102 -TUSRA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 36219 37063 73282 
2. SERVICE 0 0 0 
3. TOTAL 36219 37063 73282 
I. ELECTORS WHO VOTED 
1. GENERAL 19256 9171 28427 
2. POSTAL 0 0 0 
3. TOTAL 19256 9171 28427 
IV. VOTES 
1. POLLED 28427 38.79% of Total Electors) 
2. VALID 26396 
3. REJECTED 2031 7.14% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA RADHAMOHAN MISRA 17498 
Runner up : UTC BIDHU BHUSHAN GURU 4234 
MARGIN: 13264 50.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 103 - BOLANGIR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 34054 33653 67707 
2. SERVICE 0 0 0 
3. TOTAL 34054 33653 67707 
I. ELECTORS WHO VOTED 
1. GENERAL 20215 14121 34336 
2. POSTAL 0 0 0 
3. TOTAL 20215 14121 34336 
IV. VOTES 
1. POLLED 34336 50.71% of Total Electors) 
2. VALID 31857 
3. REJECTED 2479 7.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA RAJINDRAN SINGH DEO 20904 
Runner up : IND JAGNATH PATNAIK 6603 
MARGIN: 14301 44.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 104 - LOSINGHA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 33940 33312 67252 
2. SERVICE 0 0 0 
3. TOTAL 33940 33312 67252 
I. ELECTORS WHO VOTED 
1. GENERAL 19955 10959 30914 
2. POSTAL 0 0 0 
3. TOTAL 19955 10959 30914 
IV. VOTES 
1. POLLED 30914 45.97% of Total Electors) 
2. VALID 28614 
3. REJECTED 2300 7.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA NANDAKISHORE MISRA 16880 
Runner up : INC RAM PRASAD MISRA 8131 
MARGIN: 8749 30.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 105 - PATNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 33883 34597 68480 
2. SERVICE 0 0 0 
3. TOTAL 33883 34597 68480 
I. ELECTORS WHO VOTED 
1. GENERAL 20411 11275 31686 
2. POSTAL 0 0 0 
3. TOTAL 20411 11275 31686 
IV. VOTES 
1. POLLED 31686 46.27% of Total Electors) 
2. VALID 29343 
3. REJECTED 2343 7.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA AINTHU SAHOO 21628 
Runner up : UTC BIBEKANAND MEHER 7715 
MARGIN: 13913 47.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 106 - SAINTALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 34248 34854 69102 
2. SERVICE 0 0 0 
3. TOTAL 34248 34854 69102 
I. ELECTORS WHO VOTED 
1. GENERAL 18175 7652 25827 
2. POSTAL 0 0 0 
3. TOTAL 18175 7652 25827 
IV. VOTES 
1. POLLED 25827 37.38% of Total Electors) 
2. VALID 24076 
3. REJECTED 1751 6.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA RAMESH C. SINGH BHOI 13366 
Runner up : INC PARIKSHITA MEHER 3998 
MARGIN: 9368 38.91% of Total Valid Votes ) 


rptConstituencySummary - Page 106 of 140 
116 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 107 - TITILAGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 35544 36070 71614 
2. SERVICE 0 0 0 
3. TOTAL 35544 36070 71614 
I. ELECTORS WHO VOTED 
1. GENERAL 18475 8642 27117 
2. POSTAL 0 0 0 
3. TOTAL 18475 8642 27117 
IV. VOTES 
1. POLLED 27117 37.87% of Total Electors) 
2. VALID 25382 
3. REJECTED 1735 6.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA TAPI JAL 16876 
Runner up : INC BHAKTARAM DIP 5735 
MARGIN: 11141 43.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 108 - KANTABANJI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 3 0 3 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 29804 30095 59899 
2. SERVICE 0 0 0 
3. TOTAL 29804 30095 59899 
I. ELECTORS WHO VOTED 
1. GENERAL 15335 6612 21947 
2. POSTAL 0 0 0 
3. TOTAL 15335 6612 21947 
IV. VOTES 
1. POLLED 21947 36.64% of Total Electors) 
2. VALID 20306 
3. REJECTED 1641 7.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA ACHYUTANAND MAHANAND 11779 
Runner up : INC JOGINDRA BHOI 3346 
MARGIN: 8433 41.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 109 - PADAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 40553 40502 81055 
2. SERVICE 0 0 0 
3. TOTAL 40553 40502 81055 
I. ELECTORS WHO VOTED 
1. GENERAL 17252 7222 24474 
2. POSTAL 0 0 0 
3. TOTAL 17252 7222 24474 
IV. VOTES 
1. POLLED 24474 30.19% of Total Electors) 
2. VALID 22504 
3. REJECTED 1970 8.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC KRUPASINDHU BHOI 10416 
Runner up : SOP DUKHISHYAM PADHAN 4284 
MARGIN: 6132 27.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 110 - MELCHHAMUNDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 0 10 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 37710 36932 74642 
2. SERVICE 0 0 0 
3. TOTAL 37710 36932 74642 
I. ELECTORS WHO VOTED 
1. GENERAL 18785 8492 27277 
2. POSTAL 0 0 0 
3. TOTAL 18785 8492 27277 
IV. VOTES 
1. POLLED 27277 36.54% of Total Electors) 
2. VALID 25268 
3. REJECTED 2009 7.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA BIRENDRA KUMAR SAHU 7591 
Runner up : INC JAYA BIHARI BHOI 5955 
MARGIN: 1636 6.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 111 - BIJEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 
1. GENERAL 42334 40656 82990 
2. SERVICE 0 0 0 
3. TOTAL 42334 40656 82990 
I. ELECTORS WHO VOTED 
1. GENERAL 18193 8381 26574 
2. POSTAL 0 0 0 
3. TOTAL 18193 8381 26574 
IV. VOTES 
1. POLLED 26574 32.02% of Total Electors) 
2. VALID 25045 
3. REJECTED 1529 5.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TRIBIKRAM MALLICK 7138 
Runner up : SOP KESI DIP 5928 
MARGIN: 1210 4.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 112 - BHATLI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 10 1 11 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 8 1 9 
5. FORFEITED DEPOSIT 6 1 7 
Il. ELECTORS 
1. GENERAL 39722 41125 80847 
2. SERVICE 0 0 0 
3. TOTAL 39722 41125 80847 
I. ELECTORS WHO VOTED 
1. GENERAL 20081 11744 31825 
2. POSTAL 0 0 0 
3. TOTAL 20081 11744 31825 
IV. VOTES 
1. POLLED 31825 39.36% of Total Electors) 
2. VALID 29559 
3. REJECTED 2266 7.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC KUNIJA BIHARI NAIK 9076 
Runner up : CPI NATABAR BANCHHOR 5875 
MARGIN: 3201 10.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 113 - BARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 45530 45170 90700 
2. SERVICE 0 0 0 
3. TOTAL 45530 45170 90700 
I. ELECTORS WHO VOTED 
1. GENERAL 20586 11941 32527 
2. POSTAL 0 0 0 
3. TOTAL 20586 11941 32527 
IV. VOTES 
1. POLLED 32527 35.86% of Total Electors) 
2. VALID 30009 
3. REJECTED 2518 7.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC CHITTARANJAN KAR 6972 
Runner up : SOP GANANATH PADHAN 6449 
MARGIN: 523 1.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 114 -SAMBALPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 11 0 11 
2. REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 49456 43197 92653 
2. SERVICE 0 0 0 
3. TOTAL 49456 43197 92653 
I. ELECTORS WHO VOTED 
1. GENERAL 19903 15964 35867 
2. POSTAL 0 0 0 
3. TOTAL 19903 15964 35867 
IV. VOTES 
1. POLLED 35867 38.71% of Total Electors) 
2. VALID 33218 
3. REJECTED 2649 7.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SRIBALLAV PANIGRAHI 16194 
Runner up : SWA BISHNUPRASAD MISRA 6018 
MARGIN: 10176 30.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 115 - BRAJARAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 35462 34430 69892 
2. SERVICE 0 0 0 
3. TOTAL 35462 34430 69892 
I. ELECTORS WHO VOTED 
1. GENERAL 16864 12076 28940 
2. POSTAL 0 0 0 
3. TOTAL 16864 12076 28940 
IV. VOTES 
1. POLLED 28940 41.41% of Total Electors) 
2. VALID 27263 
3. REJECTED 1677 5.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC UPENDRA DIKSHIT 13015 
Runner up : CPI PRASANNA KUMAR PANDA 10879 
MARGIN: 2136 7.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 116 - JHARSUGUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 1 9 
2. REJECTED 0 1 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 39646 36787 76433 
2. SERVICE 0 0 0 
3. TOTAL 39646 36787 76433 
I. ELECTORS WHO VOTED 
1. GENERAL 18202 12058 30260 
2. POSTAL 0 0 0 
3. TOTAL 18202 12058 30260 
IV. VOTES 
1. POLLED 30260 39.59% of Total Electors) 
2. VALID 27951 
3. REJECTED 2309 7.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC JHASHAKETAN SAHU 10699 
Runner up : SWA MURARI PRASAD MISRA 8150 
MARGIN: 2549 9.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 117 - LAIKERA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 4 0 4 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 36621 34924 71545 
2. SERVICE 0 0 0 
3. TOTAL 36621 34924 71545 
I. ELECTORS WHO VOTED 
1. GENERAL 15218 8014 23232 
2. POSTAL 0 0 0 
3. TOTAL 15218 8014 23232 
IV. VOTES 
1. POLLED 23232 32.47% of Total Electors) 
2. VALID 21486 
3. REJECTED 1746 7.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC RAMESHWAR NAIK 6483 
Runner up : SWA LAL RAJENDRA SINGH 6324 
MARGIN: 159 0.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 118 - KUCHINDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 36753 34801 71554 
2. SERVICE 0 0 0 
3. TOTAL 36753 34801 71554 
I. ELECTORS WHO VOTED 
1. GENERAL 11287 4530 15817 
2. POSTAL 0 0 0 
3. TOTAL 11287 4530 15817 
IV. VOTES 
1. POLLED 15817 22.10% of Total Electors) 
2. VALID 14757 
3. REJECTED 1060 6.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC JAGATESWAR MIRDHA 6137 
Runner up : SWA KANHAI SINGH 3667 
MARGIN: 2470 16.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 119 - RAIRAKHOL (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 36698 36339 73037 
2. SERVICE 0 0 0 
3. TOTAL 36698 36339 73037 
I. ELECTORS WHO VOTED 
1. GENERAL 12186 5174 17360 
2. POSTAL 0 0 0 
3. TOTAL 12186 5174 17360 
IV. VOTES 
1. POLLED 17360 23.77% of Total Electors) 
2. VALID 15941 
3. REJECTED 1419 8.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC ABHIMANYU KUMBHAR 5425 
Runner up : UTC BASANTA KUMAR MOHANANDA 4100 
MARGIN: 1325 8.31% of Total Valid Votes ) 


rptConstituencySummary - Page 119 of 140 
129 


Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 120 - DEOGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 37487 37908 75395 
2. SERVICE 0 0 0 
3. TOTAL 37487 37908 75395 
I. ELECTORS WHO VOTED 
1. GENERAL 18865 10893 29758 
2. POSTAL 0 0 0 
3. TOTAL 18865 10893 29758 
IV. VOTES 
1. POLLED 29758 39.47% of Total Electors) 
2. VALID 28026 
3. REJECTED 1732 5.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA BHANUGANGAA T. DEB RAJA 12943 
Runner up : JAC PATI A. PABAN PRADHAN 9218 
MARGIN: 3725 13.29% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 121 -SUNDARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 37541 36765 74306 
2. SERVICE 0 0 0 
3. TOTAL 37541 36765 74306 
I. ELECTORS WHO VOTED 
1. GENERAL 20972 13287 34259 
2. POSTAL 0 0 0 
3. TOTAL 20972 13287 34259 
IV. VOTES 
1. POLLED 34259 46.11% of Total Electors) 
2. VALID 31627 
3. REJECTED 2632 7.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DIBYALOCHAN SHEKHAR DEO 13438 
Runner up : SWA HARIHAR PATEL 10363 
MARGIN: 3075 9.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 122 -TALSARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 37326 35436 72762 
2. SERVICE 0 0 0 
3. TOTAL 37326 35436 72762 
I. ELECTORS WHO VOTED 
1. GENERAL 20087 11768 31855 
2. POSTAL 0 0 0 
3. TOTAL 20087 11768 31855 
IV. VOTES 
1. POLLED 31855 43.78% of Total Electors) 
2. VALID 29901 
3. REJECTED 1954 6.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA GANGADHAR PRADHAN 10910 
Runner up : JKP CHRISTODAS LUGUN 7956 
MARGIN: 2954 9.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 123 - RAJGANGPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 12 0 12 
2. REJECTED 1 0 1 
3. WITHDRAWN 4 0 4 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 36279 31360 67639 
2. SERVICE 0 0 0 
3. TOTAL 36279 31360 67639 
I. ELECTORS WHO VOTED 
1. GENERAL 18741 11282 30023 
2. POSTAL 0 0 0 
3. TOTAL 18741 11282 30023 
IV. VOTES 
1. POLLED 30023 44.39% of Total Electors) 
2. VALID 27485 
3. REJECTED 2538 8.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JKP IGNACE MAJHI 10680 
Runner up : INC RANGABALLABH AMAT 5615 
MARGIN: 5065 18.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 124- BISRA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 34216 28629 62845 
2. SERVICE 0 0 0 
3. TOTAL 34216 28629 62845 
I. ELECTORS WHO VOTED 
1. GENERAL 15016 9668 24684 
2. POSTAL 0 0 0 
3. TOTAL 15016 9668 24684 
IV. VOTES 
1. POLLED 24684 39.28% of Total Electors) 
2. VALID 22919 
3. REJECTED 1765 7.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JKP KULLAN BAGF 8709 
Runner up : INC PATRAS ORAM 5942 
MARGIN: 2767 12.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 125 - ROURKELA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 14 0 14 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 13 0 13 
5. FORFEITED DEPOSIT 12 0 12 
Il. ELECTORS 
1. GENERAL 68125 37639 105764 
2. SERVICE 0 0 0 
3. TOTAL 68125 37639 105764 
I. ELECTORS WHO VOTED 
1. GENERAL 30538 13702 44240 
2. POSTAL 0 0 0 
3. TOTAL 30538 13702 44240 
IV. VOTES 
1. POLLED 44240 41.83% of Total Electors) 
2. VALID 40788 
3. REJECTED 3452 7.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SHYAM SUNDAR MOHAPATRA 17870 
Runner up : JKP ISLAMUDDIN 4338 
MARGIN: 13532 33.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 126 - BONAI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 1 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 35061 32726 67787 
2. SERVICE 0 0 0 
3. TOTAL 35061 32726 67787 
I. ELECTORS WHO VOTED 
1. GENERAL 14588 4326 18914 
2. POSTAL 0 0 0 
3. TOTAL 14588 4326 18914 
IV. VOTES 
1. POLLED 18914 27.90% of Total Electors) 
2. VALID 17526 
3. REJECTED 1388 7.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA HEMENDRA PD. MAHAPATRA 5093 
Runner up : INC BENUDHAR NAYAK 4226 
MARGIN: 867 4.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 127- CHAMPUA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 34166 29279 63445 
2. SERVICE 0 0 0 
3. TOTAL 34166 29279 63445 
I. ELECTORS WHO VOTED 
1. GENERAL 15000 6181 21181 
2. POSTAL 0 0 0 
3. TOTAL 15000 6181 21181 
IV. VOTES 
1. POLLED 21181 33.38% of Total Electors) 
2. VALID 19074 
3. REJECTED 2107 9.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC SAHARAI ORAM 7285 
Runner up : SWA KALAKAR NAIK 3260 
MARGIN: 4025 21.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 128 - PATNA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 1 0 1 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 35536 34152 69688 
2. SERVICE 0 0 0 
3. TOTAL 35536 34152 69688 
I. ELECTORS WHO VOTED 
1. GENERAL 13430 3199 16629 
2. POSTAL 0 0 0 
3. TOTAL 13430 3199 16629 
IV. VOTES 
1. POLLED 16629 23.86% of Total Electors) 
2. VALID 15391 
3. REJECTED 1238 7.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC MAHESWAR MAJHI 5458 
Runner up : SWA KAMALA KANTA NAYAK 4171 
MARGIN: 1287 8.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 129 - KEONJHAR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 1 0 1 
3. WITHDRAWN 0 0 0 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 38679 27925 66604 
2. SERVICE 0 0 0 
3. TOTAL 38679 27925 66604 
I. ELECTORS WHO VOTED 
1. GENERAL 12128 3835 15963 
2. POSTAL 0 0 0 
3. TOTAL 12128 3835 15963 
IV. VOTES 
1. POLLED 15963 23.97% of Total Electors) 
2. VALID 14905 
3. REJECTED 1058 6.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC CHHOTANAN MAJHI 6409 
Runner up : SWA GOVINDA MUNDA 4888 
MARGIN: 1521 10.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 130 - TELKORI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 4 0 4 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 38722 22107 60829 
2. SERVICE 0 0 0 
3. TOTAL 38722 22107 60829 
I. ELECTORS WHO VOTED 
1. GENERAL 10941 2486 13427 
2. POSTAL 0 0 0 
3. TOTAL 10941 2486 13427 
IV. VOTES 
1. POLLED 13427 22.07% of Total Electors) 
2. VALID 12378 
3. REJECTED 1049 7.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC NILADRI NAYAK 5149 
Runner up : INC PADMALOCHAN SINGH 4187 
MARGIN: 962 7.17% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 131 - RAMCHANDRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 13 0 13 
2. REJECTED 0 0 0 
3. WITHDRAWN 6 0 6 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 39330 32420 71750 
2. SERVICE 0 0 0 
3. TOTAL 39330 32420 71750 
I. ELECTORS WHO VOTED 
1. GENERAL 21085 8873 29958 
2. POSTAL 0 0 0 
3. TOTAL 21085 8873 29958 
IV. VOTES 
1. POLLED 29958 41.75% of Total Electors) 
2. VALID 28288 
3. REJECTED 1670 5.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MURALIDHAR KUNHAR 16562 
Runner up : SWA RAJASALLAV MISHRAT 4199 
MARGIN: 12363 43.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 132 - ANANDPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 
1. GENERAL 36840 31974 68814 
2. SERVICE 0 0 0 
3. TOTAL 36840 31974 68814 
I. ELECTORS WHO VOTED 
1. GENERAL 18761 5830 24591 
2. POSTAL 0 0 0 
3. TOTAL 18761 5830 24591 
IV. VOTES 
1. POLLED 24591 35.74% of Total Electors) 
2. VALID 23088 
3. REJECTED 1503 6.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MAKAR SETHI 11220 
Runner up : SWA SIBA CHARAN SETHI 3605 
MARGIN: 7615 32.98% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 133 - PAL LAHARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 1 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 6 1 7 
5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 
1. GENERAL 39418 38709 78127 
2. SERVICE 0 0 0 
3. TOTAL 39418 38709 78127 
I. ELECTORS WHO VOTED 
1. GENERAL 20679 10742 31421 
2. POSTAL 0 0 0 
3. TOTAL 20679 10742 31421 
IV. VOTES 
1. POLLED 31421 40.22% of Total Electors) 
2. VALID 29292 
3. REJECTED 2129 6.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NARAYAN SAHU 11299 
Runner up : JAC PABITRA MOHAN PRADHAN 8468 
MARGIN: 2831 9.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 134 - KAMAKHYANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 5 0 5 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 43698 41236 84934 
2. SERVICE 0 0 0 
3. TOTAL 43698 41236 84934 
I. ELECTORS WHO VOTED 
1. GENERAL 22588 9577 32165 
2. POSTAL 0 0 0 
3. TOTAL 22588 9577 32165 
IV. VOTES 
1. POLLED 32165 37.87% of Total Electors) 
2. VALID 30472 
3. REJECTED 1693 5.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BRAHMANANDA BISWAL 17472 
Runner up : UTC DUKHABANDHU NAYAK 5661 
MARGIN: 11811 38.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 135 - GONDIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 1 0 1 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 39793 37276 77069 
2. SERVICE 0 0 0 
3. TOTAL 39793 37276 77069 
I. ELECTORS WHO VOTED 
1. GENERAL 21628 9056 30684 
2. POSTAL 0 0 0 
3. TOTAL 21628 9056 30684 
IV. VOTES 
1. POLLED 30684 39.81% of Total Electors) 
2. VALID 28585 
3. REJECTED 2099 6.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BRUNDABAN TRIPATHY 11280 
Runner up : SWA HALDHAR MISRA 9040 
MARGIN: 2240 7.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 136 - DHENKANAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 8 0 8 
2. REJECTED 1 0 1 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 42468 40710 83178 
2. SERVICE 0 0 0 
3. TOTAL 42468 40710 83178 
I. ELECTORS WHO VOTED 
1. GENERAL 22439 10790 33229 
2. POSTAL 0 0 0 
3. TOTAL 22439 10790 33229 
IV. VOTES 
1. POLLED 33229 39.95% of Total Electors) 
2. VALID 31104 
3. REJECTED 2125 6.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SURENDRA MOHAN PATTANAIK 10995 
Runner up : SWA DINESH CHANDRA PATTANAIK 8463 
MARGIN: 2532 8.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 137 - TALCHER (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 6 0 6 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 39669 33790 73459 
2. SERVICE 0 0 0 
3. TOTAL 39669 33790 73459 
I. ELECTORS WHO VOTED 
1. GENERAL 21903 11983 33886 
2. POSTAL 0 0 0 
3. TOTAL 21903 11983 33886 
IV. VOTES 
1. POLLED 33886 46.13% of Total Electors) 
2. VALID 31234 
3. REJECTED 2652 7.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC BRUNDABAN BEHERA 12716 
Runner up : UTC KARTIKESWAR NAIK 11240 
MARGIN: 1476 4.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 138 - CHHENDIPADA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 7 0 7 
2. REJECTED 0 0 0 
3. WITHDRAWN 2 0 2 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 41075 38362 79437 
2. SERVICE 0 0 0 
3. TOTAL 41075 38362 79437 
I. ELECTORS WHO VOTED 
1. GENERAL 19335 8782 28117 
2. POSTAL 0 0 0 
3. TOTAL 19335 8782 28117 
IV. VOTES 
1. POLLED 28117 35.40% of Total Electors) 
2. VALID 26072 
3. REJECTED 2045 7.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC BHAJAMAN BEHERA 13185 
Runner up : INC NABAGHAN NAYAK 4751 
MARGIN: 8434 32.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 139 - ANGUL 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


VI. DATES 
POLLING 


05-03-1971 


VII. RESULT 
PARTY 
Winner : UTC 


Runner up : INC 


MARGIN - : 4667 
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MALE FEMALE TOTAL 
10 0 10 
0 0 (0) 
1 0 1 
9 0 9 
7 0 7 
39473 38220 77693 
0 0 0 
39473 38220 77693 
17262 6558 23820 
0 0 0 
17262 6558 23820 
23820 30.66% of Total Electors) 
22218 
1602 6.73% of Total Votes Polled) 
0 
0 
COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
DEBARAJA SAHU 9471 
NABAKISHORE SAR 4804 


21.01% of Total Valid Votes ) 
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Election Commission of India, State Election, 1971 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 140 - ATHMALLIK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 9 0 9 
2. REJECTED 0 0 0 
3. WITHDRAWN 0 0 0 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 
1. GENERAL 39301 36856 76157 
2. SERVICE 0 0 0 
3. TOTAL 39301 36856 76157 
I. ELECTORS WHO VOTED 
1. GENERAL 19875 10745 30620 
2. POSTAL 0 0 0 
3. TOTAL 19875 10745 30620 
IV. VOTES 
1. POLLED 30620 40.21% of Total Electors) 
2. VALID 28532 
3. REJECTED 2088 6.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
05-03-1971 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: UTC RAJA KISHORE PRADHAN 6354 
Runner up : SWA KSHETRA MOHAN PANIGRAHI 6038 
MARGIN: 316 1.11% of Total Valid Votes ) 
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Election Commission of India - State Election, 1971 to the Legislative Assembly of Orrisa 


DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 


Constituency : 1. KARANJIA (ST) 


1. PRAFULLA KUMAR DAS M SWA 6108 30.78% 
2. RAGHUNATH HEMRAM M_JKP 5136 25.88% 
3. SUDAM CHARAN SUNDHI M_ INC 3522 17.75% 
4. JENARAM KALA M_ UTC 3132 15.78% 
5. UMESH CHANDRA NAYAK M_ JAC 1225 6.17% 
6. SATISH CHANDRA NAYAK M_ IND 719 3.62% 


ELECTORS : 63177 VOTERS : 21393 POLL PERCENTAGE : 33.86% VALID VOTES : 19842 
Constituency : 2. JASHIPUR (ST) 


1. LAL MOHAN NAYAK M_ INC 5079 24.72% 
2. MOCHIRAM TRIYA M_ UTC 4910 23.89% 
3. DURGA CHARAN NAYAK M SWA 4595 22.36% 
4. GHANASHYAM HEMRAM M_JKP 3876 18.86% 
5. DASARATH NAYAK M_ IND 817 3.98% 
6. PRANABANDHU NAYAK M_ IND 741 3.61% 
7. BHAGABAN KHANDEI M_ PHJ 532 2.59% 


ELECTORS : 67637 VOTERS : 21773 POLL PERCENTAGE : 32.19% VALID VOTES : 20550 
Constituency : 3. RAIRANGPUR (ST) 


1. SIDHALAL MURMU M_JKP 9653 33.37% 
2. CHANDRA MOHAN SINHA M_ UTC 8899 30.76% 
3. CHAITANYA PRASAD MAJHI M_ INC 5347 18.48% 
4. KARTICK CHANDRA MAJHI M SWA 3350 11.58% 
5. BADHA CHARAN MAJHI M_ IND 969 3.35% 
6. SUDHIR CHANDRA M_ JAC 411 1.42% 
7. RABINDRA NATH HEMRAM M_ IND 300 1.04% 


ELECTORS : 70898 VOTERS : 30459 POLL PERCENTAGE : 42.96% VALID VOTES : 28929 
Constituency : 4- BAHALDA (ST) 


1. SASHI BHUSAN MARNDI M_JKP 8454 38.22% 
2. RAM CHANDRA HANSDAH M_ INC 4053 18.32% 
3. GURU CHARAN BAGE M_ UTC 3811 17.23% 
4. GOPINATH MARNDI M SWA 3209 14.51% 
5. SUNDAR MOHAN HEMRAM M_ IND 1561 7.06% 
6. SISHUPADA HEMRAM M_ JAC 1030 4.66% 


ELECTORS : 67550 VOTERS : 23644 POLL PERCENTAGE : 35.00% VALID VOTES : 22118 
Constituency : 5. BANGRIPOSI (ST) 


1. RADHA MOHAN NAYAK M SWA 5216 24.51% 
2. JOYGOVINDA HEMBRAM M_JKP 3771 17.72% 
3. DHYAN CHANDRA TUDU M_ UTC 2752 12.93% 
4. KANGOI SINGH M_ PSP 2573 12.09% 
5. PURNA CHANDRA MAJHI M INC 1802 8.47% 
6. RAM CHANDRA NAYAK M_ IND 1475 6.93% 
7. JAIPAL NAYAK M_ IND 1339 6.29% 
8. SUNARAM MARANDI M_ IND 789 3.71% 
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No. CANDIDATE SEX PARTY VOTES % 


9. NUNARAM MAJHI M~ CPI 7715 3.64% 
10. JIBAN MURMU M_ IND 467 2.19% 
11. KALICHARAN MAJHI M_ IND 321 1.51% 


ELECTORS : 72573 VOTERS : 23112 POLL PERCENTAGE : 31.85% VALID VOTES : 21280 
Constituency : 6- BARIPADA 


1. PROMOD BHANJ DEO M_ IND 13610 39.96% 
2. SANTOSH KUMAR SAHU M_ UTC 6378 18.73% 
3. ARABINDA KUMAR DAS M_ INC 5347 15.70% 
4. KARTIKA DAS M_ PSP 2712 7.96% 
5. HARIHAR DAS M~ CPI 2333 6.85% 
6. JADABANANDA MURMU M_JKP 1924 5.65% 
7. BENUDHAR MOHANTA M_ IND 977 2.87% 
8. NISHAKKAR SAHOO M_ BJS 7719 2.29% 


ELECTORS : 84050 VOTERS : 37434 POLL PERCENTAGE : 44.54% VALID VOTES : 34060 
Constituency : 7. MURUDA (ST) 


1. KUANRIA MAJHI M SWA 8838 36.05% 
2. NIRANJAN HEMBRAM M_ UTC 5396 22.01% 
3. SANDURJYO DHAN NAYAK M_~ INC 4414 18.00% 
4. SAKILA SAREN M_ PSP 3836 15.65% 
5. SHIBNARAYAN HEMBRAM M_ IND 861 3.51% 
6. NABIN MARANDI M_ IND 609 2.48% 
7. SURENDRA SINGH M_ IND 564 2.30% 


ELECTORS : 72723 VOTERS : 26377 POLL PERCENTAGE : 36.27% VALID VOTES : 24518 
Constituency : 8. BAISINGA 


1. PRASANNA KUMAR DASH M_ PSP 8327 28.07% 
2. AJOY KUMAR DASH M_ JAC 4228 14.25% 
3. HARIHAR NAYAK M_ INC 3889 13.11% 
4. MANMATHNATH MISRA M_ UTC 3797 12.80% 
5. MOHESWAR PANDA M SWA 3308 11.15% 
6. MOCHIRAM MAJHI M_JKP 1696 5.72% 
7. GHASIRAM MOHANTA M_ IND 1186 4.00% 
8. BARADA KANTA SADUAL M_ IND 1143 3.85% 
9. PANDA LOCHAN MOHANTA M_ IND 814 2.74% 
10. ARJUN MOHANTA M_ IND 567 1.91% 
11. RAGHUNATH DASH M_ IND 377 1.27% 
12. RAMAKANTA MOHANTA M_ IND 331 1.12% 


ELECTORS : 67132 VOTERS : 31867 POLL PERCENTAGE : 47.47% VALID VOTES : 29663 
Constituency : 9. KHUNTA (ST) 


1. BIRABHADRA SINGH M_ UTC 6743 26.43% 
2. MAHESWAR NAIK M SWA 6728 26.37% 
3. SARAT CHANDRA SINGH M_ INC 4759 18.66% 
4. ROHIDAS SINGH M_ IND 3918 15.36% 
5. GAJENDRA NATH SOREN M_ PSP 3362 13.18% 


ELECTORS : 73445 VOTERS : 27209 POLL PERCENTAGE : 37.05% VALID VOTES : 25510 


Constituency : 10-UDALA (ST) 
1. MAN MOHAN TUDU M INC 9339 37.26% 
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No. CANDIDATE SEX PARTY VOTES % 


2. RAVANESWAR MADHEI M SWA 7305 29.14% 
3. RAMDAYAL MAJHI M_ UTC 5761 22.98% 
4. JITRAI MAJHI M_ IND 1728 6.89% 
5. HARACHAND HASDA M_ PSP 769 3.07% 
6. LINGARAJ SOREN M_ IND 165 0.66% 


ELECTORS : 65555 VOTERS : 26529 POLL PERCENTAGE : 40.47% VALID VOTES : 25067 
Constituency : 11. BHOGRAI 


1. KARTIKESWAR PATRA M_ INC 20299 39.43% 
2. PYARI MOHAN DAS M_ PSP 13583 26.38% 
3. GANES KINKAR MOHANTY M_ JAC 9374 18.21% 
4. SUDHNSU SEKHAR PATTANAIK M_ UTC 3781 7.34% 
5. BIMAL SINGH M_ IND 3752 7.29% 
6. PRAMOTH KR. PANDA M SWA 696 1.35% 


ELECTORS : 84446 VOTERS : 53928 POLL PERCENTAGE : 63.86% VALID VOTES : 51485 
Constituency : 12. JALESWAR 


1. PRASANT KUMAR PAL M_ PSP 17356 38.39% 
2. KUMAR CHANDRA CHAKRABARTY M INC 16345 36.15% 
3. KHITISH CH. DAS M_ UTC 3799 8.40% 
4. HIMANSU SEKHAR NANDY M CPM 3601 7.97% 
5. CHAITANYA SAHOO M SWA 3265 7.22% 
6. RAMSANKAR DAS MOHAPATRA M_ JAC 844 1.87% 


ELECTORS : 82578 VOTERS : 47347 POLL PERCENTAGE : 57.34% VALID VOTES : 45210 
Constituency : 13.BASTA 


1. CHINTAMANI JENA M_ UTC 18240 41.26% 
2. MAHESWAR BAG M_ PSP 15633 35.37% 
3. SUBAS BEHERA M_ INC 6104 13.81% 
4. KARTIK MALLIK M_ BJS 2008 4.54% 
5. KRUTIBAS GOCHHAYAT M SWA 1344 3.04% 
6. MURTUNJOY MAHANTY M_- JAC 874 1.98% 


ELECTORS : 74227 VOTERS : 46453 POLL PERCENTAGE : 62.58% VALID VOTES : 44203 
Constituency : 14. BALASORE 


1, PRIYANATH NANDY M_ INC 11796 32.37% 
2. RABINDRA MOHAN DAS M_ PSP 6569 18.02% 
3. KARTICK CH. RAUT M SWA 6489 17.80% 
4. BIJAY KRUSHNA DEY M_ UTC 4418 12.12% 
5. ARUN DEY M~ CPI 4136 11.35% 
6. JAGANNATH JEE M_ BJS 2656 7.29% 
7. RATAN KISHORE SEN M_ IND 381 1.05% 


ELECTORS : 70007 VOTERS : 39280 POLL PERCENTAGE : 56.11% VALID VOTES : 36445 
Constituency : 15. NILGIRI 


1. BANAMALI DAS M CPM 12277 29.86% 
2. PURNA CHANDRA PANDA M_— INC 10395 25.29% 
3. KRUT BAS PANIGRAHI M_ UTC 7643 18.59% 
4. JAGADANANDA PANJGRAHI M SWA 5125 12.47% 
5. SITARAM SING M_ IND 4073 9.91% 
6. HEMENDRA NATH DAS M_ JAC 968 2.35% 
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No. CANDIDATE 


7. GOPAL MOHAPATRA NCO 


SEX PARTY 


VOTES % 


628 1.53% 


ELECTORS : ELECTORS: 79478 VOTERS : 43446 | 43446 IPOLL PERCENTAGE : 54.66% | PERCENTAGE : 54.66% /VALID VOTES: 41109 | VOTES : 41 /VALID VOTES: 41109 | 


Constituency : 16-SORE 
1. JADUNATH DAS MOHAPATRA M_ UTC 
2. HARA PRASAD MOHAPATRA M SWA 
3. GAJENDRA PRASAD DAS M CPI 
4. LAXMIDHAR BEHERA M_ INC 
5. NILAMBAR DAS M_ JAC 
6. PRAFULA KUMAR SINGH M_ BJS 
7. LAXMINARAYAN NAYAK M_ PSP 

[ELECTORS: _84110__| [VoTERS: 48402 | [POLLPERCENTAGE : 57.55% 

Constituency : 17-SIMULIA (SC) 
1. CHINTAMANI JENA M CPI 
2. PURUSHOTTAM SETHI M_ UTC 
3. BABAJI CH. DAS MIND 
4. KAPILA CH. SETHI M SWA 
5. PANCHNAN MANDAL M IND 
6. UCHHAB CH. JENA M_ PSP 
7. BHAGIRATHI DAS M CPM 
8. KANHU CH. JENA M NCO 


ELECTORS : ELECTORS: 89778 'VOTERS : 43320 43320 IPOLL PERCENTAGE : 48.25% | PERCENTAGE : 48.25% 


Constituency : 18. BHADRAK 
1. HAREKRUSHNA MAHATAB M_ INC 
2. BALARAM SAHOO M_ UTC 
3. KARUNAKAR DAS M SWA 
4. GOKULANANDA MOHANTY M NCO 


ELECTORS : 7901 ELECTORS: 79019 VOTERS: 41076 | 41076 POLL PERCENTAGE : Sl. IPOLL PERCENTAGE : 51.98% | 


Constituency : 19. DHAMNAGAR 
1. HRUDANANDA MULLICK M UTC 
2. HARA DHAN MOHAPATRA M_ INC 
3. NIRAKAR JENA M CPM 
4. BAISHNAB CHARAN NAIK M  SWA 
5. NANDA KISHORE JENA M NCO 

[ELECTORS: 96009 __] [VOTERS : 53581 __| [POLLPERCENTAGE : _ 55.81% 

Constituency : 20-CHANDBALI (SC) 
1. GANGADHAR DAS M_ INC 
2. BAIRAGI JENA M UTC 
3. DINA BANDHU DAS M_ PSP 
4. DAITABY SETHI M  SWA 
5. PITAMBAR DAS M NCO 
6. GHANASAYAM DAS MIND 


ELECTORS: 82606 82606 VOTERS : 44744 44744 IPOLL PERCENTAGE : 54.17% | PERCENTAGE : 54.17% 


Constituency : 21. BASUDEBPUR 
1. NILAMONI ROUTROY M UTC 
2. CHAKRADHARA BEHERA M INC 
3. BAILOCHAN JENA M CPI 
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14651 32.29% 
12417 27.37% 
9038 19.92% 
6247 13.77% 
1668 3.68% 
837 1.84% 


S11 1.13% 


VALID VOTES : 45369 


9004 22.42% 
6767 16.85% 
5891 14.67% 
5779 14.39% 
5261 13.10% 
3762 9.37% 
1969 4.90% 


1731 4.31% 


VALID VOTES : 40164 


22692 58.23% 
11727 30.09% 
2485 6.38% 
2068 5.31% 


VALID VOTES : 38972 


25682 50.00% 
19221 37.42% 
3136 6.10% 
2061 4.01% 
1269 2.47% 


VALID VOTES : 51369 


23305 54.39% 

13816 32.24% 

1897 4.43% 

1816 4.24% 

1051 2.45% 

965 2.25% 

VALID VOTES : 42850 
25367 48.74% 

17885 34.36% 

4466 8.58% 


No. CANDIDATE SEX PARTY VOTES % 


4. GAGAN BIHARI MOHAPATRA M_ IND 1428 2.74% 
5. KRUSHNA ROUL M SWA 1317 2.53% 
6. NANDA KISHORE PANIGARAHI M_ IND 1130 2.17% 
7, RABINDRA KUMAR ROY M_ IND 457 0.88% 


IELECTORS : 90170 VOTERS : 54662 POLL PERCENTAGE : 60.62% VALID VOTES : 52050 


Constituency : 22-SUKINDA 


1. SANATAN DEO M_ UTC 10370 34.27% 
2. ANANDAMANIJARI DEVI M_ JAC 7565 25.00% 
3. RANKANATH BISWAL M_ INC 5293 17.49% 
4. PHANI PAL M_ IND 2495 8.24% 
5. PRABODHA CHANDRA DHIR M_ IND 1794 5.93% 
6. LAXMIDHAR JENA M_ IND 1266 4.18% 
7. NILAMANI PATNAIK M SWA 891 2.94% 
8. SANATAN MALLIK M_ IND 297 0.98% 
9. SARANGA MUDULI M_ IND 291 0.96% 


ELECTORS : 74366 VOTERS : 32752 POLL PERCENTAGE : 44.04% VALID VOTES : 30262 


Constituency : 23. DHARAMSALA 


1. BANKA BIHARI DAS M_ PSP 13779 37.67% 
2. RABI DRANATH DAS M_ UTC 8929 24.41% 
3. KULAMANI PARIDA M_ INC 8909 24.35% 
4. RAMESH CHANDRA TRIPATHY M_ JAC 2728 7.46% 
5. SATYANANDA MISHRA M_ IND 1195 3.27% 
6. CHAKRADHAR SAMAL M NCO 1040 2.84% 


ELECTORS : 81926 VOTERS : 39250 POLL PERCENTAGE : 47.91% VALID VOTES : 36580 


Constituency : 24. BARCHANA 


1. MANAGOBINDA SAMAL M_ UTC 14327 33.09% 
2. DUSASAN JENA M~ CPI 13021 30.07% 
3. HARIAJAKHYA UDANDARY M_ INC 7956 18.37% 
4. GURUCHARAN TIKAYAT M SWA 3562 8.23% 
5. SASIBHUSAN DAS M_ PSP 3387 7.82% 
6. KULAMONI JENA M_ JAC 1047 2.42% 


ELECTORS : 84802 VOTERS : 46735 POLL PERCENTAGE : 55.11% VALID VOTES : 43300 
Constituency : 25. BINJHARPUR (SC) 


1. PABITRAMOHAN JENA M INC 19057 50.51% 
2. BIRAJAPRASAD MALLIK M_ UTC 8766 23.23% 
3. BAISHNAB CHARAN MALLIK M_ PSP 7972 21.13% 
4. NABAKISHORE MALLIK M NCO 1050 2.78% 
5. KAPILA CHARAN MALLIC M_ IND 886 2.35% 


ELECTORS : 86081 VOTERS : 39871 POLL PERCENTAGE : 46.32% VALID VOTES : 37731 


Constituency : 26. JAJPUR WEST 


1, PRAFULLA CHANDRA GHADE M_ INC 15016 35.35% 
2. ASHOK KUMAR DAS M SWA 12106 28.50% 
3. CHITTARANJAN NAYAK M_ UTC 10558 24.86% 
4. KRUSHNA CHARAN KHANDAI M_ IND 1812 4.27% 
5. ANANTA CHARAN PATNAIK M NCO 901 2.12% 
6. CHANDRAMONI PANDA M_ SOP 664 1.56% 
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No. CANDIDATE 


7. BIPINBEHARI MOHANTY 
8. ATALA BEHARI MOHANTY 
9. NARAYAN SAMANTA 


ELECTORS : 84986 VOTERS : 45126 


27- JAJPUR EAST (SC) 
. JAGANATHA MALLIK 

. SANTANU KUMAR DAS 

NABA KISHORE MALLIK 
DHANESWAR JENA 


Constituency : 


ON 


SEX PARTY VOTES % 

M_ IND 554 1.30% 

M_ IND 535 1.26% 

IND 328 0.77% 

POLL PERCENTAGE : 53.10% VALID VOTES : 42474 
M_ UTC 23202 61.84% 

M_ JAC 8660 23.08% 

M_ IND 3207 8.55% 

M_ PSP 2448 6.53% 


ELECTORS: 85630. 85630 'VOTERS : 40758 40758 POLL IPOLL PERCENTAGE : 47.60% | 47.60% /VALID VOTES: 37517 | VOTES : /VALID VOTES: 37517 | 17 


Constituency : 28. AUL 
1. SARAT KUMAR DEB 

2. AMAR KUMAR DEO 

3. DIBAKAR NATHA SHARMA 
4. ALEKHKA NAYAK 

5. GOKULANANDA BISWAL 
6. JAGABANDHU MISHRA 

7. 


BANCHHANIDHI DASH 


ELECTORS: 81617 81617 VOTERS: 51038 | 51038 


29- PATAMUNDAI (SC) 
1, PRAHLAD MALLIK 

2. BABAJI CHARAN MALIK 

3. BISWANATHA MALLIK 


Constituency : 


POLL PERCENTAGE : 


M SWA 12462 26.32% 
M IND 8689 18.35% 
M UTC 7911 16.71% 
M PSP 6996 14.78% 
M INC 6549 13.83% 
M JAC 3579 7.56% 
M IND 1156 2.44% 
M UTC 15633 35.90% 
M INC 15406 35.38% 

PSP 12503 28.71% 


IELECTORS : ELECTORS: 89351 1 VOTERS : VOTERS: 46114 | 14 IPOLL PERCENTAGE : 51.61% | PERCENTAGE : 51.61% /VALID VOTES: 43542 | VOTES : /VALID VOTES: 43542 | 


Constituency : 30. RAJNAGAR 

1. PRAHLAD MALLIK 

2. DHRUBA CHARAN ROUTRAY 
3. PADMA CHARAN NAYAK 

4. ANANTA CHARAN TRIPATHY 
5. GURU CHARAN DAS 

6. MATILAL DAS 

Ts 


BAIKUNTHA PATNAIK 


ELECTORS : 91 ELECTORS: 91299 VOTERS : VOTERS : 54487 | 


31- KENDRAPARA 
BHAGABAT PRASAD MOHANTY 
PURSOTTAM NAYAK 
BEDPRAKASH AGRAWALLA 
DADHI BABAN NAYAK 
. RAGHUNATH MOHANTY 
JAGADANANDA PANDA 


Constituency : 


DB Ge 


POLL PERCENTAGE : 


M UTC 17684 34.67% 
M INC 12251 24.02% 
M PSP 10319 20.23% 
M JAC 7383 14.47% 
M BJS 1912 3.75% 
M IND 1055 2.07% 
M NCO 406 0.80% 
M PSP 17374 34.08% 
M INC 16304 31.98% 
M UTC 15483 30.37% 
M IND 1185 2.32% 
M NCO 425 0.83% 
M JAC 214 0.42% 


ELECTORS: 88534. 88534 VOTERS : VOTERS : 54304 | POLL PERCENTAGE : 61. IPOLL PERCENTAGE : 61.34% | }VALID VOTES: 50985 | VOTES : }VALID VOTES: 50985 | 


Constituency : 32.PATKURA 
1. RAJKISHORE NAYAK 
2. CHAKRADHAR SATAPATHY 
3. BISHNU CHARAN PATANAYAK 


4. NITYANANDA MISHRA 
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M_ UTC 22540 42.64% 
M_ PSP 12199 23.08% 
M_ INC 9828 18.59% 
M_ IND 5224 9.88% 


No. CANDIDATE SEX PARTY 
5. SAROJ RANJAN MOHANTY M_ JAC 
6. SUBAS CHANDRA MISHRA NCO 


VOTES 


2053 
1014 


% 


3.88% 
1.92% 


ELECTORS : ELECTORS: 94124 124 VOTERS : VOTERS : 56769 IPOLL PERCENTAGE : 60.31% | PERCENTAGE : 60.31% |VALID VOTES: 52858 | VOTES : |VALID VOTES: 52858 | 


Constituency : 33. TIRTOL 


1. PRATAP CHANDRA MOHANTY M_ UTC 
2. NISHAMONI KHUNTIA M_ PSP 
3. AKSHYA KUMAR PANDA M INC 
4. JENAMOUIN. K. RAY M NCO 
5. BISHNU CHARAN MALLICK M_ IND 
6. BANAMALI MOHAPATRA M_ IND 


24673 
10605 
6034 
2731 
1723 
717 


53.08% 
22.81% 
12.98% 
5.88% 
3.71% 
1.54% 


ELECTORS: 77765 77765 VOTERS : 48353 48353 POLL PERCENTAGE : 62.18% VALID VOTES : 46483 


Constituency : 34. ERSAMA 


1. NARAYAN BIRABAR SAMANTA M_ UTC 28141 51.19% 
2. LOKNATH CHOWDHURY M~ CPI 21394 38.91% 
3. NAGENDRANATH SARANGI M_ INC 5442 9.90% 


ELECTORS : 85898 VOTERS : 57723 POLL PERCENTAGE : 67.20% VALID VOTES : 54977 


Constituency : 35.BALIKUDA 


1. BASUDEB MOHAPATRA M INC 12907 28.40% 
2. AGHUNATH MOHAPATRA M SWA 8972 19.74% 
3. NITYANANDA MOHANTY M_ UTC 7115 15.66% 
4. NARENDRA CHANDRA PANDA M_ JAC 6164 13.56% 
5. LALITA KUMAR LENKA M_ IND 5317 11.70% 
6. MEERA DAS M_ PSP 3217 7.08% 
7. BHASKAR DAS M_ IND 1003 2.21% 
8. SHYAMASUNDAR PARIJA M NCO 503 1.11% 
9. NATABAR PANDA M_ IND 248 0.55% 


ELECTORS: 91031 91031 VOTERS : VOTERS : 49477 | POLL IPOLL PERCENTAGE : 54.35% | 54.35% VALID VOTES : 45446 


Constituency : 36- JAGATSINGHPUR (SC) 


1. LAXMAN MALLICK M_ INC 20841 53.02% 
2. SIKHAR DAS M_ UTC 10645 27.08% 
3. KANDURI CHARAN MALLICK M_ PSP 6806 17.31% 
4. AGANI CHARAN SETHI M SWA 1019 2.59% 


ELECTORS : ELECTORS: 89845 VOTERS : VOTERS: 41005 | POLL PERCENTAGE : 45.64% VALID VOTES : 39311 


Constituency : 37-GOBINDPUR 


1. TRILOCHAN KANUNGO M_ INC 23992 57.74% 
2. ANTARJYAMI PRADHAN M_ JAC 5019 12.08% 
3. BIJAYRAM MISHRA M_ UTC 3657 8.80% 
4. MURLIDHAR KANUNGO M_ IND 2298 5.53% 
5. BIJAYA RAM ACHARYA M NCO 1917 4.61% 
6. NARENDRA KUMAR MOHANTY M SWA 1680 4.04% 
7. PRAKASH CHANDRA MOHANTY M_ IND 1639 3.94% 
8. BANSHI DHAR DAS M CPM 1352 3.25% 


ELECTORS: 79971 79971 VOTERS : 43855 | 43855 POLL IPOLL PERCENTAGE : 54.84% | 54.84% VALID VOTES : 41554 


Constituency : 38.SALEPUR 


1. BATAKRUSHNA JENA M_ UTC 24333 50.28% 
2. SURENDRANATH PATNAIK M_~ JAC 17262 35.67% 
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No. CANDIDATE SEX PARTY VOTES % 


3. ANIL KUMAR GHOSE PSP 6797 14.05% 


ELECTORS: 87320 87320 VOTERS : 5 VOTERS: 51925 | IPOLL PERCENTAGE : 59.47% | PERCENTAGE : 59.47% !VALID VOTES: 48392 | VOTES : !VALID VOTES: 48392 | 


Constituency : 39. MAHANGA 


1. SARAT KUMAR KAR M_ UTC 15950 35.84% 
2. SHAIK MATLUB ALI M_ INC 13600 30.56% 
3. RAMNATH MISRA M_ PSP 11451 25.73% 
4. NARENDRA CHANDRA PRADHAN M_ JAC 2568 5.77% 
5. BIJAY KUMAR CHAKRAVARTY M NCO 930 2.09% 


ELECTORS : ELECTORS: 87695 VOTERS : 'VOTERS : 47498 POLL IPOLL PERCENTAGE : 54.16% | 54.16% /VALID VOTES: 44499 | VOTES : /VALID VOTES: 44499 | 


Constituency : 40. CHOWDWAR 


1. KANHU LENKA M_ INC 18392 40.99% 
2. BIJU PATNAIK M_ UTC 13178 29.37% 
3. BASANT KUMARI DEVI M_ JAC 4937 11.00% 
4. KAILASH CHANDRA LENKA M_ IND 3784 8.43% 
5. SRINIVAS MISRA M_ PSP 1995 4.45% 
6. BRAHMA NANDA PANDA M SWA 1755 3.91% 
7, TRAILOKYA NATH MOHANTY M_ IND 828 1.85% 


IELECTORS : ELECTORS: 88175 VOTERS : VOTERS : 48548 IPOLL PERCENTAGE : 55.06% | PERCENTAGE : 55.06% }VALID VOTES: 44869 | VOTES : }VALID VOTES: 44869 | 


Constituency : 41. CUTTACK CITY 


1. BHAIRAB CHANDRA MOHANTY M_ INC 13008 36.54% 
2. BIREN MITRA M_ UTC 9077 25.50% 
3. PRABIR PALIT M~ CPI 4628 13.00% 
4. SRIKANT PANDA M_ PSP 4560 12.81% 
5. BRAJA SUNDAR DAS M_ BJS 1939 5.45% 
6. DHIRENDRA NATH BISWAL M_ IND 587 1.65% 
7. M.A. AMIN M NCO 529 1.49% 
8. HEMENDRA NATH KANUGO M_ IND 483 1.36% 
9. RABINDRA NARAYAN MOHAPATRA M_ SOP 330 0.93% 
10. GOVIND CHANDRA RAUTRA M_ IND 284 0.80% 
11. PRITISH CHANDRA RAYCHAUDHURI M_ IND 172 0.48% 


IELECTORS: 74373 74373 VOTERS : VOTERS : 37927 | POLL IPOLL PERCENTAGE : 51.00% | 51.00% }VALID VOTES: 35597 | VOTES : }VALID VOTES: 35597 | 


Constituency : 42. CUTTACK SADAR (SC) 


1. SURA SETHI M_ INC 13150 42.10% 
2. PRAHLAD SETHI M~ CPI 7476 23.93% 
3. KRUSHNA CHANDRA MALLICK M_ UTC 4743 15.18% 
4. MAHESWAR BEHERA M_ PSP 2314 7.41% 
5. GUNANIDHI MALLICK M_ IND 911 2.92% 
6. BHAGIRATHI MOHARANA M_ JAC 710 2.27% 
7. KANHU CHARAN MALLIK M_ IND 568 1.82% 
8. PITAMBAR DAS M_ IND 525 1.68% 
9. MURLIDHAR BHOI M_ SOP 463 1.48% 
10. BANKIM CHANDRA SETHI M NCO 377 1.21% 


IELECTORS: 85210 85210 VOTERS : 33621 33621 POLL PERCENTAGE : 39.46% VALID VOTES : 31237 


Constituency : 43.BANKI 


1. GOKULANANDA PRAHATAJ M_ UTC 16633 40.48% 
2. JOGESH CHANDRA ROUT M _— INC 15998 38.94% 
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No. CANDIDATE SEX PARTY VOTES % 


3. CHHAYA BANERJEE M NCO 3519 8.56% 
4. AKULANANDA BEHERA M_ PSP 2697 6.56% 
5. KRUPASINDHU BEHERA M_ IND 2240 5.45% 


ELECTORS : 77323 VOTERS : 43150 POLL PERCENTAGE : 55.80% VALID VOTES : 41087 
Constituency : 44. ATHGARH 


1. RADHANATH RATH M_ IND 10454 29.99% 
2. RANI RASMANJARI DEVI M SWA 9505 27.26% 
3. GANGADHAR BASTIA M_ INC 6427 18.44% 
4. JAMESWAR MISHRA M_ UTC 4703 13.49% 
5. PRASANNA KUMAR MISHRA M_ PSP 1184 3.40% 
6. BISWESWAR MISHRA M NCO 1159 3.32% 
7, ACHYUTANANDA DASH M_ IND 1013 2.91% 
8. RABINARAYAN SAMANT M_ IND 418 1.20% 


ELECTORS : 68909 VOTERS : 37442 POLL PERCENTAGE : 54.34% VALID VOTES : 34863 
Constituency : 45. BARAMBA 


1. TRILOCHAN HARICHANDAN M SWA 18897 45.15% 
2. KRISHNA CHANDRA DAS M_ IND 8024 19.17% 
3. LOKANATH PANDA M_ IND 5563 13.29% 
4. PRASANTA KUMAR PATTANAIK M INC 4108 9.82% 
5. PRATAP CHANDRA PATTANAIK M_ UTC 3097 7.40% 
6. GOBIND DASH M_ IND 864 2.06% 
7, RAGHUNATH NAYAK M_~ JAC 693 1.66% 
8. BANAMALI PANDA M NCO 606 1.45% 


ELECTORS : 83995 VOTERS : _ 44258 POLL PERCENTAGE : 52.69% | | VALID VOTES : 41852 
Constituency : 46- BHUBANESWAR 


1. HAREKRUSHNA MAHTAB M_ INC 20274 43.87% 
2. BIJU PATNAIK M_ UTC 14697 31.80% 
3. RAMA KRUSHNA PATI M~ CPI 7163 15.50% 
4. SADAS BA NANDA M~ FBL 1612 3.49% 
5. PRANNATH MAHANTY M SWA 1350 2.92% 
6. RAMA CHANDRA KAR M_ IND 587 1.27% 
7. KAILASH CHANDRA BADU M_ IND 529 1.14% 


ELECTORS : 96644 VOTERS : 48846 POLL PERCENTAGE : 50.54% VALID VOTES : 46212 
Constituency : 47. BALIPATNA (SC) 


1. BASANTA BEHERA M_ INC 18783 61.19% 
2. GOPINATH BHOI M_ UTC 6118 19.93% 
3. SATYABADI BHOI M SWA 1522 4.96% 
4. PRAHALAD BHOI M NCO 1495 4.87% 
5. DHARANI DHAR BEHERA M_ IND 1451 4.73% 
6. HARI HARA BHOI M_ IND 999 3.25% 
7. AKURA BHOI M_- JAC 328 1.07% 


ELECTORS : 81199 VOTERS : 32530 POLL PERCENTAGE : 40.06% VALID VOTES : 30696 
Constituency : 48. PIPLI 


1. ABHIMANYU RAN SINGH M INC 15255 38.72% 
2. JAYAKRUSHNA MOHANTY M_ UTC 9770 24.80% 
3. RAMACHANDRA PATNAIK M_ IND 5080 12.90% 
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No. CANDIDATE SEX PARTY VOTES % 
4. NARAYAN BARISAL M_ PSP 3897 9.89% 
5. KUNTALA KUMARI ACHARYA M_ JAC 3021 7.67% 
6. MAHENDRA MISRA NCO 2372 6.02% 


ELECTORS: 80725 80725 VOTERS : 42467 | 42467 POLL IPOLL PERCENTAGE : 52.61% | 52.61% }VALID VOTES: 39395 | VOTES : }VALID VOTES: 39395 | 


Constituency : 49. NIMAPARA (SC) 
1. GOVINDA CHANDRA SETHI M UTC 12956 28.95% 
2. KANHU CHARAN MALIK M INC 12934 28.90% 
3. BRAHMANANDA MALIK M CPI 11777 26.32% 
4. NILAMONI SETHI M JAC 7081 15.82% 


ELECTORS: 81623. 81623 1VOTERS : 47472. 47472 POLL IPOLL PERCENTAGE : 58.16% | 58.16% /VALID VOTES: 44748 | VOTES : /VALID VOTES: 44748 | 


Constituency : 50-KAKATPUR 
1. SURENDRANATH NAIK M UTC 16047 29.91% 
2. BRUNDABAN PATRA M INC 14421 26.88% 
3. GATIRISHNA SWAIN M CPI 11183 20.84% 
4. UPENDRA MOHANTY M JAC 9111 16.98% 
5. PURNA CHANDRA BARAL M SWA 2895 5.40% 


ELECTORS: 85201 85201 TVOTERS : 56523 56523 POLL IPOLL PERCENTAGE : 66.34% | 66.34% |VALID VOTES: 53657 | VOTES : |VALID VOTES: 53657 | 


Constituency : 1- SATYABADI 
1. CHANDRAMADHAB MISRA M_ IND 21427 50.95% 
2. GANGADHAR MOHAPATRA M_ UTC 18895 44.93% 
3. SATIKANTA BISWAL IND 1729 4.11% 


ELECTORS: 84140 84140 VOTERS : VOTERS: 45090 | POLL IPOLL PERCENTAGE : 53.59% | 53.59% VALID }VALID VOTES: 42051 | }VALID VOTES: 42051 | 


Constituency : 52. PURI 
1, BRAJAMOHAN MOHANTY M INC 15510 41.68% 
2. RAMAHARI RATH M UTC 8677 23.32% 
3. HARIHAR BAHINIPATI M PSP 5063 13.60% 
4. MAHANT SRINIVAS R. DAS M SWA 2825 7.59% 
5. BIMALKRISHNA MISRA M JAC 2312 6.21% 
6. BAMADEB MISRA M IND 1939 5.21% 
7. SATYA NARAYAN SINGH M BJS 889 2.39% 


ELECTORS: 80812 80812 'VOTERS : 40684 40684 POLL IPOLL PERCENTAGE : 50.34% | 50.34% !VALID VOTES: 37215 | VOTES : !VALID VOTES: 37215 | 15 


Constituency : 53. BRAHMAGIRI 
1. GOPABANDHU PATRA M INC 10135 27.75% 
2. SIDHESWAR PANIGRAHI M CPM 7397 20.25% 
3. MADHUSUDAN NANDA M UTC 5389 14.75% 
4. PRAFULLA CHANDRA PATTNAIK M SWA 5141 14.07% 
5. AJAYA JENA M SOP 5131 14.05% 
6. FAKIR MOHAN HARI CHANDAN M JAC 3334 9.13% 


ELECTORS : ELECTORS: 77060 VOTERS : VOTERS : 38630 | POLL IPOLL PERCENTAGE : 50.13% | 50.13% VALID !VALID VOTES: 36527 | !VALID VOTES: 36527 | 


Constituency : 54.BANPUR 
1. RAMACHANDRA PRAHARAJA M SWA 17723 41.59% 
2. RAGHUNATH ARAY M INC 15621 36.65% 
3. SIDHA MANSINGH M UTC 4469 10.49% 
4. BHUBANESWAR MAHARANA M CPM 4083 9.58% 
5. N.S. CHARAN SAMANTASINGHAR M NCO 722 1.69% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 86499 VOTERS : 45690 POLL PERCENTAGE : 52.82% VALID VOTES : 42618 
Constituency : 55. KHURDA 


1. BENUDHAR BALIARSING M_~ INC 16903 43.28% 
2. BIJU PATNAIK M_ UTC 8270 21.17% 
3. RAJAKI SHORA RAM M_ JAC 6334 16.22% 
4. SASHISEKHAR MOHAPATRA M CPM 3738 9.57% 
5. RAMACHANDRA MISRA M~ CPI 2207 5.65% 
6. TUKU MOHANTY M_ IND 1227 3.14% 
7. GOBINDA CHANDRA PATNAIK M SWA 380 0.97% 


ELECTORS : 85002 VOTERS : 43126 POLL PERCENTAGE : 50.74% VALID VOTES : 39059 
Constituency : 56-BEGUNIA 


1. GANGADHARA PAIKARAY M~ CPI 15187 35.09% 
2. SATYANANDA CHAMPATIRAY M_ UTC 11398 26.34% 
3. BHASKARA MAHAPATRA M_ IND 8492 19.62% 
4. GOURISHYAM PATTANAYAK M_ INC 5079 11.74% 
5. RAJRAJ DEB M SWA 3119 7.21% 


ELECTORS : 84636 VOTERS : 47592 POLL PERCENTAGE : 56.23% VALID VOTES : 43275 
Constituency : 57. KHANDPARA 


1. BANSIDHAR PATTNAIK M_ IND 6092 26.45% 
2. SASHIDHAR PADHAN M_ INC 5513 23.94% 
3. ANTARYAMI SAHOO M_ IND 5358 23.26% 
4. SATYASUNDAR MISHNA M_ UTC 3315 14.39% 
5. BRAJASUNDAR PATNAIK M SWA 2754 11.96% 


ELECTORS : 72010 VOTERS : 24717 POLL PERCENTAGE : 34.32% VALID VOTES : 23032 
Constituency : 58-DASPALLA (SC) 


1. SAHEB NAIK M_ INC 10314 50.01% 
2. NARAYAN NAIK M SWA 4315 20.92% 
3. BHABAGRAHI NAIK M_ UTC 2323 11.26% 
4. MANGULI SETHI M_ JAC 2303 11.17% 
5. DANDAPRANI NAIK M_ IND 7159 3.68% 
6. PURNA CHANDRA NAIK M_ IND 609 2.95% 


ELECTORS : 73424 VOTERS : 21836 POLL PERCENTAGE : 29.74% VALID VOTES : 20623 
Constituency : 59. NAYAGARH 


1. ACHYUTANANDA MOHANTY M_ UTC 13244 38.84% 
2. NARASINGH BISWAL M INC 6062 17.78% 
3. BHAGABAT BEHERA M_ PSP 5700 16.71% 
4. BRAJENDRA KISHRE SINGH M_ IND 4719 13.84% 
5. BASUDEV DORA M~ CPI 3431 10.06% 
6. RANGALAL RAM M_ IND 736 2.16% 
7. RAJAN PRADHAN M_ IND 211 0.62% 


IELECTORS : 77705 VOTERS : 35075 POLL PERCENTAGE : 45.14% VALID VOTES : 34103 


Constituency : 60-RANPUR 


1. RAMESHA CHANDRA PANDA M CPM 13037 40.44% 
2. GURU PRASAD PATNAIK M_ INC 6651 20.63% 
3. SRIDHAR DASH M_ JAC 5729 17.77% 
4. GAURANGA PRADHAN M_ UTC 4115 12.76% 
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No. 


53 
6. 


CANDIDATE 


BRAJENDRA SINGHDEO 
ANIRUDHA SWAIN 


SEX PARTY 


M SWA 
PSP 


VOTES 


1951 
754 


% 


6.05% 
2.34% 


ELECTORS : ELECTORS: 72360 | [VOTERS : 34121 34121 POLL IPOLL PERCENTAGE : 47.15% | 47.15% !VALID VOTES: 32237 | VOTES : !VALID VOTES: 32237 | 


61- JAGANATHPRASAD (SC) 


Constituency : 


eR 1 


BACHANAIK 


. UDAYA NATH NAIK 
. KASI NATH 


MAHADEV SETHI 
BISWANATH NAIK 


INC 
UTC 
JAC 
SWA 
NCO 


SESE ES 


11072 
7069 
1543 

878 
735 


51.99% 
33.19% 
7.25% 
4.12% 
3.45% 


ELECTORS : ELECTORS: 75904 'VOTERS : 22471 22471 POLL IPOLL PERCENTAGE : 29.60% | 29.60% /VALID VOTES: 21297 | VOTES : /VALID VOTES: 21297 | 


Constituency : 


WN 


62- BHANJANAGAR 


SOMNATH RATH 
BIJAYANANDA PATNAIK 


. RAMESH KUMAR SAMALA 
PREMALATA PATA NAYAK 


INC 
UTC 
SWA 
IND 


SEE 8 


17778 
14987 
6410 
859 


44.41% 
37.44% 
16.01% 

2.15% 


IELECTORS : 83684 VOTERS : 42650 POLL PERCENTAGE : 50.97% VALID VOTES : 40034 


Constituency : 


1. 


2. UMA ANKARA KHADANGA 


35 


63- SURUDA 
ANANTA N. SINGHDEO 


S. RAM MOHAN ROY 


M SWA 
M_ INC 
UTC 


11843 
8642 
8108 


41.42% 
30.22% 
28.36% 


IELECTORS : ELECTORS: 75940. VOTERS : VOTERS : 30294 POLL IPOLL PERCENTAGE : 39.89% | 39.89% |VALID VOTES: 28593 | VOTES : |VALID VOTES: 28593 | 


Constituency : 


Cae eae 


64. ASKA 


. KRUSHNA CHANDRA TRIPATHY 
. HARI HARA DASS 
. RAMA NATH PADHY 


DIVTI KRISHANA MISRA 


UTC 
CPI 
INC 
SWA 


SEES 


19890 
19263 
3315 
2980 


43.76% 
42.38% 
7.29% 
6.56% 


IELECTORS : ELECTORS: 78640 VOTERS : VOTERS : 47618 | 18 IPOLL PERCENTAGE : 60.55% | PERCENTAGE : 60.55% }VALID VOTES: 45448 | VOTES : }VALID VOTES: 45448 | 


Constituency : 


Oe Bey ee rs 


65- KAVSURYA NAGAR 


SADANANDA MAHANTY 


. RADHA GOVINDA SAHU 
. UDAYA PRATAP SINGH DEO 


MADHUSUDAN PATRA 
HARI SAMANTARA 


CPI 
UTC 
INC 
SWA 
PSP 


SESE ES 


13205 
10997 
10407 
7995 
1812 


29.73% 
24.76% 
23.43% 
18.00% 

4.08% 


ELECTORS : ELECTORS: 89467 VOTERS: 47214 | 47214 POLL PERCENTAGE : IPOLL PERCENTAGE : 52.77% | 771% /VALID VOTES: 44416 | VOTES : /VALID VOTES: 44416 | 16 


Constituency : 66. KODALA 
1. RAMKRISHNA PATANAIK M UTC 16550 38.31% 
2. HARIHARA DAS M SWA 12643 29.27% 
3. BANA ALI MAHARANA M PSP 9962 23.06% 
4. MADHUSUDAN MAHAPATRA M INC 4040 9.35% 


IELECTORS : ELECTORS: 79029 | VOTERS : TVOTERS : 45286. POLL IPOLL PERCENTAGE : 57.30% | 57.30% !VALID VOTES: 43195 | VOTES : !VALID VOTES: 43195 | 


Constituency : 67- KHALLIKOTE 


1. TRINATHA SAMANTRA M_ UTC 18550 40.06% 
2. NARAYANA SAHU M_ SOP 17258 37.27% 
3. CHANDRA PRIYA MARDA RAI M INC 10500 22.67% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 83121 VOTERS : 48617 POLL PERCENTAGE : 58.49% VALID VOTES : 46308 
Constituency : 68. CHATRAPUR 


1. LAKSHMANA MAHAPATRA M~ CPI 16830 46.25% 
2. V. SITARAMAYA M_ INC 12518 34.40% 
3. DURJYA DHANA SAHU M_ UTC 6346 17.44% 
4. SASIDHAR PATANAIK M NCO 697 1.92% 


ELECTORS : 83472 VOTERS : 38393 POLL PERCENTAGE : 46.00% VALID VOTES : 36391 
Constituency : 69- HINJILI 


1. BRUNDABAN NAIK M_ UTC 14605 39.18% 
2. UDAYANATH PALA M_ IND 9218 24.73% 
3. R. V. RAMAN MURTY M_ JAC 5832 15.64% 
4. JAGANATH MISRA M_~ FBL 4038 10.83% 
5. K. SYAM BABU SUBUDHI M_ IND 2774 744% 
6. HARIMOHAN PADHI M NCO 811 2.18% 


ELECTORS : 79796 VOTERS : 39874 POLL PERCENTAGE : 49.97% VALID VOTES : 37278 
Constituency : 70. DURA (SC) 


1. MOHAN NAYAK M_~ INC 15532 57.82% 
2. MOHAN BEHERA M SWA 4042 15.05% 
3. SOMANATH BEHERA M_ UTC 3812 14.19% 
4. ANANTA DAS M_ JAC 1842 6.86% 
5. KUNJBIHARI BEHERA M_~ FBL 1636 6.09% 


ELECTORS : 69963 VOTERS : 28674 POLL PERCENTAGE : 40.98% VALID VOTES : 26864 
Constituency : 71. BERHAMPUR 


1. BINAYAK ACHARYA M INC 30094 79.14% 
2. BASANFAKUMAR PANIGRAHI M_ UTC 6067 15.95% 
3. SANTANANDA PADHI M_~ FBL 1107 2.91% 
4. ANANTA TRIPATHI SARMA M NCO 760 2.00% 


ELECTORS : 81346 VOTERS : 39667 POLL PERCENTAGE : 48.76% VALID VOTES : 38028 
Constituency : 72. CHIKATI 


1. S$. ATCHIDANANDA DEO M_ INC 28633 68.39% 
2. MANIKESWARI PRASAD DEV M SWA 9591 22.91% 
3. DIBAKAR PATNAIK M_ UTC 3646 8.71% 


ELECTORS : 88142 VOTERS : 43637 POLL PERCENTAGE : 49.51% VALID VOTES : 41870 
Constituency : 73. MOHANA (ST) 


1. BHIMASENA MANDAL M_ INC 10932 56.50% 
2. CHAKRADHAR PAIK M_ UTC 8081 41.76% 
3. SARATHY NAYAK M_ JAC 336 1.74% 


ELECTORS : 74098 VOTERS : 20438 POLL PERCENTAGE : 27.58% VALID VOTES : 19349 
Constituency : 74. RAMAGIRI (ST) 


1. GOROSANG SOBORO M INC 9756 50.47% 
2. MADHU BHOYA M SWA 2688 13.91% 
3. ARJUNO SINGH M_ IND 2685 13.89% 
4. CHAITANYA MALLIK M_ UTC 2276 11.78% 
5. ROMO BHOYA M_ JAC 1567 8.11% 
6. KORABODO DOLAI M_ IND 357 1.85% 


rptDetailedResults - Page 13 of 25 


162 


No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 72683 VOTERS : 20752 POLL PERCENTAGE : 28.55% VALID VOTES : 19329 


Constituency : 75.PARLAKHEMUNDI 
1. LATCHANNA NAIDU DARAPU M SWA 15248 33.14% 
2. N. KURMANAIKULU M UTC 15223 33.09% 
3. NARA ANA PATRO M INC 14426 31.36% 
4. BROJOKISHORE PATNAIK M IND 1110 2.41% 


ELECTORS : 78793 VOTERS : 48690 POLL PERCENTAGE : 61.79% VALID VOTES : 46007 


76 - GUNUPUR (ST) 


Constituency : 


1. 


2. 
3. 


BHAGIRATHI GAMANGO 
BANDHU GAMANGO 
ULKA RAMACHANDRA 


M_ INC 
M SWA 
UTC 


18692 
7180 
3840 


62.91% 
24.17% 
12.92% 


ELECTORS : ELECTORS: 84621 1 VOTERS: 31661 | 31661 POLL IPOLL PERCENTAGE : 37.42% | 37.42% /VALID VOTES: 29712 | VOTES : /VALID VOTES: 29712 | 12 


Constituency : 77. BISSAM CUTTACK (ST) 
1. PRASKA SRIPATHI M SWA 11730 58.61% 
2. ULKA DAMBARU DHAR M UTC 7032 35.13% 
3. SARABU NIMAKA IND 1253 6.26% 


ELECTORS: 77037 771037 VOTERS : 21 VOTERS : 21764 | IPOLL PERCENTAGE : 28.25% | PERCENTAGE : 28.25% }VALID VOTES: 20015 | VOTES : 2001 }VALID VOTES: 20015 | 


Constituency : 78. RAYAGADA (ST) 
1. HIMIRIKA RAGHUNATH M INC 8642 43.12% 
2. ANANTARAM MAJHI M UTC 5441 27.15% 
3. HIMIRIKA RUPUNA M SWA 3059 15.26% 
4. JHAJORU JHODIA M JAC 2902 14.48% 


IELECTORS : ELECTORS: 72466 VOTERS : VOTERS : 22027 | IPOLL PERCENTAGE : 30.40% | PERCENTAGE : 30.40% }VALID VOTES: 20044 | VOTES : }VALID VOTES: 20044 | 


Constituency : 79. NARAYANPATNA (ST) 
1. TADINGI JOGI M_ INC 4941 34.61% 
2. BIDIKA MALANNA M  SWA 4667 32.69% 
3. GOPINATH KODATASIA M_ UTC 3466 24.28% 
4. SANIA SAUNTA M NCO 899 6.30% 
5. RAMACHANDRA NAYAK M JAC 302 2.12% 


ELECTORS: 72513 72513 1VOTERS : 15704 | 15704 IPOLL PERCENTAGE : 21.66% | PERCENTAGE : 21.66% /VALID VOTES: 14275 | VOTES : /VALID VOTES: 14275 | 


Constituency : 80. NANDAPUR (ST) 
1. DISARI SANU M UTC 3898 34.42% 
2. PANGI MUSARI SANTA M INC 2738 24.18% 
3. SANU MAJHI M SWA 2264 19.99% 
4. BALARAM PANGI M NCO 1619 14.30% 
5. MALU SANTA M_ JAC 805 7.11% 


ELECTORS : ELECTORS: 69729 VOTERS: 12340 | 12340 POLL IPOLL PERCENTAGE : 17.70% | 17.70% }VALID VOTES: 11324 | VOTES : 1 }VALID VOTES: 11324 | 


Constituency : 81. MALKANGIRI (ST) 
1. GANGADHAR MADI M INC 7750 48.37% 
2. PRAHALLAD DORA M UTC 2688 16.78% 
3. SOMANATH MADKAMI M SWA 2200 13.73% 
4. PRASAD BHUMIA M CPI 1198 7.48% 
5. GADADHAR MADI M IND 1115 6.96% 
6. T. SANGANNA M NCO 1072 6.69% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 101886 VOTERS : 17787 POLL PERCENTAGE : 17.46% VALID VOTES : 16023 
Constituency : 82. JEYPORE 


1. PRATAP NARAYAN SINGH DEO M SWA 7445 34.40% 
2. HARISH CHANDRA BAXIPATRA M_ INC 6118 28.27% 
3. JAGADIS CHANDRA NAYAK M_ UTC 5898 27.25% 
4. G. SURINARAYANA M CPM 749 3.46% 
5. KULA DHARA KHARA M_ IND 618 2.86% 
6. RADHAKRISHNA BISWASROY M NCO 262 1.21% 
7. SR. ANAND CHANDRA MOHANTY M_ IND 187 0.86% 
8. KOTTU MRUTYUNJAY RAO M_ JAC 185 0.85% 
9. ABHIMANYU RATH M_ IND 182 0.84% 


ELECTORS : 63844 VOTERS : 23039 POLL PERCENTAGE : 36.09% VALID VOTES : 21644 
Constituency : 83-KOTPAD (ST) 


1. DHANSAI RONDHARI M SWA 6681 40.30% 
2. SURY NARAYAN MAJHI M_~ INC 4946 29.84% 
3. RATNA MAJHI M_ UTC 2750 16.59% 
4. DHANURAJAYA SHANTA M_ IND 1298 7.83% 
5. KAMRAJ MAJHI M NCO 902 5.44% 


ELECTORS : 77030 VOTERS : _17986 POLL PERCENTAGE : 23.35% | | VALID VOTES : 16577 
Constituency : 84. NOWRANGPUR 


1. HABIBULLA KHAN M SWA 5189 28.05% 
2. JAGANATH TRIPATHI M_— INC 3947 21.34% 
3. SADASIBA TRIPATHY M NCO 3009 16.27% 
4. GOPABANDHU BESSOI M_ UTC 2291 12.39% 
5. APPANA NAIK M_ IND 1819 9.83% 
6. BINAYAK BRAMHA M_ IND 803 4.34% 
7. UMASANKAR TRIPATHY M_ IND 722 3.90% 
8. ABHIMANYA RATH M_ IND 305 1.65% 
9. DAYANDANDA M_ IND 213 1.15% 
10. DR. K.N. DANDASENA M_ IND 103 0.56% 
11. TARINI CHARAN PANIGRAHI M_ IND 96 0.52% 


ELECTORS : 77315 VOTERS : 20442 POLL PERCENTAGE : 26.44% VALID VOTES : 18497 
Constituency : 85. KODINGA (SC) 


1. PURNO CHANDRAMIRGAN M_ UTC 5426 35.96% 
2. SAHADEB DOMBA M_ INC 4295 28.46% 
3. CHANDRA SEKHAR NAIR M SWA 3510 23.26% 
4. JHITU NAIK M_ IND 804 5.33% 
5. MOHADEB BOKARIYA M NCO 680 4.51% 
6. MODAN SAMAREDI M_ JAC 375 2.49% 


ELECTORS : 72556 VOTERS : 16592 POLL PERCENTAGE : 22.87% VALID VOTES : 15090 
Constituency : 86- DABUGAM (ST) 


1. DOMBARU MAJHI M SWA 6981 38.88% 
2. BUDU NAYAK M_ UTC 5277 29.39% 
3. DASARATH PRASAD M _— INC 3944 21.96% 
4. BANAMALI PUJARI M NCO 1754 9.77% 


ELECTORS : 78328 VOTERS : 19964 POLL PERCENTAGE : 25.49% VALID VOTES : 17956 
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No. CANDIDATE SEX PARTY 
Constituency : 87. UMERKOTE (ST) 
1. RABISINGH MAJHI M UTC 
2, LAKSHMINARAYAN MAJHI M SWA 
3. BALI PUJARI M INC 
4. CHAMARA GONDA M JAC 
5. LABANYA MAJHI M NCO 
ELECTORS : 83888 VOTERS : 24476 POLL PERCENTAGE : 29.18% 
Constituency : 88- NAWAPARA (ST) 
1. GHASIRAM MAJHI M SWA 
2. DURYODHAN MAJHI M INC 
3. BISAHURAM MAJHI M UTC 
4. DHAN SINGH MAJHI M NCO 
5. BIHARI BISWAL M IND 
6. MAHAKUR SINGHMAJHI M IND 
7. SHREE RAM BARIHA M IND 
ELECTORS : 67305 VOTERS : 23934 POLL PERCENTAGE : 35.56% 
Constituency : 89. KHARIAR 
1. ANUPA SINGH DEO M NCO 
2. UPENDRANATH BARIK M UTC 
3. GOPAL NARAYAN TIWARI M INC 
4. JIHATRAM PATEL M SWA 


ELECTORS : 64352 VOTERS : 29316 POLL PERCENTAGE : 45.56% 


Constituency : 90. DHARAMGARH (SC) 
1, LOCHAN DHANGADA MAJHI M SWA 
2. JAGA MOHAN NAYAK M INC 
3. PADMAN BESARA M UTC 
4. NAKUL SIPKA M IND 
5. GOUR HARI NAIK M IND 
6. RATNAKAR DURGA M PSP 

Constituency : 91. KOKSARA 
1. BIRAKESARI DEO M SWA 
2. JUDHISTIR MAJHI M INC 
3. NABA KISHORE PANDA M UTC 
4. BINOD BEHARI PANDA M IND 
5. DASARATHI MISRA M IND 

Constituency : 92. JUNAGARH 
1. TRINATH SARAB M SWA 
2. LAMBODAR MEHER M INC 
3. MAHESWAR NAYAK M IND 
4. KAILASH CHANDRA PANDA M UTC 
5. KESAB SABAR M IND 
6. BINOD BIHARI PANDA M IND 
7. RABINDRA NATH PANDA M PSP 


ELECTORS : 67383 VOTERS : 27960 
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VOTES % 


7487 33.39% 
7447 33.21% 
5648 25.19% 
1279 5.70% 

561 2.50% 


VALID VOTES : 22422 


7684 35.02% 
6867 31.29% 
2506 11.42% 
2411 10.99% 
1133 5.16% 

797 3.63% 

546 2.49% 


VALID VOTES : 21944 


15263 57.12% 
4265 15.96% 
4037 15.11% 
3158 11.82% 


VALID VOTES : 26723 


11400 54.12% 
4260 20.22% 
2581 12.25% 
1402 6.66% 

722 3.43% 
701 3.33% 


VALID VOTES : 21066 


14908 66.77% 
2899 12.98% 
2509 11.24% 
1567 7.02% 

446 2.00% 


POLL PERCENTAGE : 38.88% VALID VOTES : 22329 


16048 63.19% 
3001 11.82% 
1968 7.75% 
1767 6.96% 
1361 5.36% 

939 3.70% 


311 1.22% 


POLL PERCENTAGE : 41.49% VALID VOTES : 25395 


No. CANDIDATE SEX PARTY VOTES % 


Constituency : 93. BHAWANIPATNA (SC) 


1. DAYANIDHI NAYAK M SWA 15016 70.67% 
2. ARTATRANA NAYAK M_ IND 2445 11.51% 
3. AKRURA NAYAK M_ UTC 2072 9.75% 
4. PRADESHI NAYAK M_ PSP 1716 8.08% 


ELECTORS: 57882 57882 VOTERS : 23337 | 23337 POLL IPOLL PERCENTAGE : 40.32% | 40.32% VALID }VALID VOTES: 21249 | }VALID VOTES: 21249 | 


Constituency : 94. NARLA (ST) 


1. DHANESWAR MAJHI M SWA 9972 65.03% 
2. BENUDHAR BHOI M_ PSP 2040 13.30% 
3. DANARDAN MAJHI M_ INC 1713 11.17% 
4. BISWANATH MAJHI M_ UTC 1610 10.50% 


ELECTORS : ELECTORS: 56533 VOTERS : VOTERS : 16688 | POLL PERCENTAGE : IPOLL PERCENTAGE : 29.52% | 52% VALID !VALID VOTES: 15335 | !VALID VOTES: 15335 | 


Constituency : 95. KESINGA 


1. BHAGAWAN BHOI M SWA 9294 43.52% 
2. NAGENDRA NATH CHOUDHURY M_ PSP 3982 18.64% 
3. KIRANA CHANDRA SINGH DEO M_ UTC 2136 10.00% 
4. ARJUNA KUMAR CHAND M_ INC 2014 9.43% 
5. JOGESH CHANDRA SINGH DEO M_ IND 1359 6.36% 
6. HIMAGHAL BHOI M_ IND 1331 6.23% 
7. BICHAL MAJHI M_ IND 1241 5.81% 


ELECTORS : ELECTORS: 65997 1VOTERS : 23094 | 23094 POLL IPOLL PERCENTAGE : 34.99% | 34.99% !VALID VOTES: 21357 | VOTES : !VALID VOTES: 21357 | 


Constituency : 96. UDAYAGIRI (ST) 


1. GOPAL PRADHAN M SWA 7584 36.82% 
2. SARANG DHAR PRADHAN M_ INC 5394 26.18% 
3. GANESH PRADHAN M_ UTC 3312 16.08% 
4. RAGHUNATH MALLIK M_ BJS 1518 7.37% 
5. SAUL PRADHAN M_ IND 1516 7.36% 
6. JAYARAM PRADHAN M_ JAC 1276 6.19% 


ELECTORS: 90004 90004 VOTERS : VOTERS : 21842 | POLL IPOLL PERCENTAGE : 24.27% | 24.27% VALID }VALID VOTES: 20600 | }VALID VOTES: 20600 | 


Constituency : 97. BALLIGUDA (ST) 


1. NARESH PRADHAN M SWA 5020 31.47% 
2. SADANANDA KANHAR M_ IND 3719 23.31% 
3. KRISHNA DALABEHERA M_ INC 2168 13.59% 
4. DEBANDRA KANHAR M_ JAC 2108 13.21% 
5. ASHOK MALLIK M_ UTC 1998 12.52% 
6. SAHURA MALLIK M_ IND 940 5.89% 


IELECTORS : ELECTORS: 74871 1 VOTERS : 17558 | 17558 IPOLL PERCENTAGE : 23.45% | PERCENTAGE : 23.45% }VALID VOTES: 15953 | VOTES : }VALID VOTES: 15953 | 953 


Constituency : 98. PHULBANI (ST) 


1. JAGADISH JANI M INC 3893 30.95% 
2. BARADAPRASANNA KANHAR M SWA 3679 29.25% 
3. RUSI KANHAR M_ UTC 2331 18.53% 
4. SHYAM SUNDER MEHAR M_ JAC 1456 11.57% 
5. DEBESWAR KANHAR M_ PSP 1220 9.70% 


ELECTORS: 73804 73804 VOTERS : 13780 | 13780 IPOLL PERCENTAGE : 18.67% | PERCENTAGE : 18.67% }VALID VOTES: 12579 | VOTES : }VALID VOTES: 12579 | 


Constituency : 99. BAUDH 


rptDetailedResults - Page 17 of 25 


166 


No. CANDIDATE SEX PARTY VOTES % 
1. NATABAR PRADHAN M SWA 13653 40.50% 
2. HIMANSU SEKHAR PADHI M_ JAC 12721 37.74% 
3. GIRISH CHANDRA PANDA M_ IND 3358 9.96% 
4. LAXMAN PADHAN M_ UTC 2159 6.40% 
5. HARIHAR PRADHAN M_ IND 1818 5.39% 


79295 VOTERS : 36506 


ELECTORS : 


POLL PERCENTAGE : 46.04% VALID VOTES : 33709 


Constituency : 100. SONEPUR 
1. NIUAMBAR RAIGURU M SWA 12205 48.50% 
2. HRUSHIKESH HOTA M INC 6794 27.00% 
3. HIMANSU SEKHAR PADHI M JAC 2755 10.95% 
4. ACHYUTA NANDA MAHAKUR M UTC 1345 5.35% 
5. DEBRANJAN NAG M IND 1175 4.67% 
6. DUTTA MEHER M IND 889 3.53% 


72052 VOTERS : 27051 


ELECTORS : 


POLL PERCENTAGE : 37.54% VALID VOTES : 25163 


Constituency : 101. BINKA 
1. NARASINGHA CHARAN MISHRA M SWA 13085 40.05% 
2. NARASINGHA NANDA M INC TID 23.75% 
3. RAMESH CHANDRA PUROHIT M UTC 3316 10.15% 
4. NIRANJAN SAHU M SOP 2893 8.85% 
5. BHIKARI CHARAN MISHRA M BJS 2104 6.44% 
6. BAIRAGI CHARAN NUAI M IND 1846 5.65% 
7. MITRA BHANU MISHRA M NCO 1095 3.35% 
8. ISHWAR CHANDRA PANIGRHAI M IND 575 1.76% 


ELECTORS : 83659 VOTERS : 35160 POLL PERCENTAGE : 42.03% VALID VOTES : 32673 


Constituency : 102. TUSRA 
1. RADHAMOHAN MISRA M SWA 17498 66.29% 
2. BIDHU BHUSHAN GURU M UTC 4234 16.04% 
3. SARAT CHANDRA PANIGRAHI M PSP 2316 8.77% 
4. GHANASHYAM BEHERA M IND 1350 5.11% 
5. CHANDRA BADAN SHARMA M IND 998 3.78% 


73282 VOTERS : 28427 


ELECTORS : 


Constituency : 103- BOLANGIR 
1. RAJINDRAN SINGH DEO M SWA 20904 65.62% 
2. JAGNATH PATNAIK M IND 6603 20.73% 
3. NITYANANDA ACHARYA M IND 2383 7.48% 
4. PITABAS PATEL M IND 1967 6.17% 
Constituency : 104. LOSINGHA 
1. NANDAKISHORE MISRA M SWA 16880 58.99% 
2. RAM PRASAD MISRA M INC 8131 28.42% 
3. PREMA NANDA NANDA M UTC 2325 8.13% 
4. HRUSHIKESH PATEL M IND 835 2.92% 
5. GHANASHYAM BEHERA M IND 443 1.55% 


POLL PERCENTAGE : 38.79% VALID VOTES : 26396 


ELECTORS : 67252 VOTERS : 30914 POLL PERCENTAGE : 45.97% VALID VOTES : 28614 


Constituency : 105. PATNAGARH 
1. AINTHU SAHOO M SWA 21628 73.71% 
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No. CANDIDATE SEX PARTY VOTES % 


2. BIBEKANAND MEHER M_ UTC 7715 26.29% 


ELECTORS : 68480 VOTERS : 31686 POLL PERCENTAGE : 46.27% VALID VOTES : 29343 


Constituency : 106-SAINTALA 


1. RAMESH C. SINGH BHOI M SWA 13366 55.52% 
2. PARIKSHITA MEHER M_— INC 3998 16.61% 
3. DIBAKAR BOHIDAR M_ IND 3889 16.15% 
4. JANANANDA PANDA M_ UTC 2205 9.16% 
5. KALARA RANA M_ IND 618 2.57% 


ELECTORS : 69102 VOTERS : 25827 POLL PERCENTAGE : 37.38% VALID VOTES : 24076 


Constituency : 107. TITILAGARH (SC) 


1. TAPIJAL M SWA 16876 66.49% 
2. BHAKTARAM DIP M _— INC 5735 22.59% 
3. KALIGHANTA TANDI M_ UTC 1233 4.86% 
4. GURIA BAG M NCO 1014 3.99% 
5. SOMANATH SIPKA M_ IND 524 2.06% 


ELECTORS : 71614 VOTERS : 27117 POLL PERCENTAGE : 37.87% VALID VOTES : 25382 


Constituency : 108. KANTABANJI (SC) 


1. ACHYUTANAND MAHANAND M SWA 11779 58.01% 
2. JOGINDRA BHOI M_ INC 3346 16.48% 
3. BHAGIRATHI BAG M_ UTC 2745 13.52% 
4. MURALI DHAR RAY M_ IND 1423 7.01% 
5. GAJINDRA TANDI M_ IND 1013 4.99% 


ELECTORS : 59899 VOTERS : 21947 POLL PERCENTAGE : 36.64% VALID VOTES : 20306 


Constituency : 109. PADAMPUR 


1. KRUPASINDHU BHOI M INC 10416 46.29% 
2. DUKHISHYAM PADHAN M_ SOP 4284 19.04% 
3. BIPIN BIHARI PANIGRAHI M SWA 3373 14.99% 
4. YUDHISTIR SAHU M_ UTC 2667 11.85% 
5. LAL MITRODAYA SINGH M NCO 1233 5.48% 
6. KUNJA BIHARI BADAPANDA M_ BJS 531 2.36% 


ELECTORS : 81055 VOTERS : __24474 POLL PERCENTAGE : 30.19% | | VALID VOTES : 22504 
Constituency : 110. MELCHHAMUNDA 


1. BIRENDRA KUMAR SAHU M SWA 7591 30.04% 
2. JAYA BIHARI BHOI M_~ INC 5955 23.57% 
3. LOKANATH PADHAN M_ UTC 3736 14.79% 
4. DEWAN BARIHA M_ BJS 3196 12.65% 
5. NARASINGH MISHRA M NCO 2481 9.82% 
6. DEBCHAND AGARWALA M_ IND 1428 5.65% 
7. MANA SAHU M_ JAC 881 3.49% 


ELECTORS : 74642 VOTERS : 27277 POLL PERCENTAGE : 36.54% VALID VOTES : 25268 
Constituency : 111- BIJEPUR (SC) 


1. TRIBIKRAM MALLICK M_ INC 7138 28.50% 
2. KESI DIP M_ SOP 5928 23.67% 
3. BAHADUR MAHANAND M SWA 3629 14.49% 
4. MOHAN NAG M_ UTC 3526 14.08% 
5. LABA SETH M~ CPI 1747 6.98% 
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No. CANDIDATE SEX 
6. PRATAP CHANDRA TANDI M BJS 
7. NILANCHAL MALLICK M IND 
8. BIDYA DHAR DIP M NCO 
9. SOUKILAL CHHURIA M IND 
ELECTORS : 82990 VOTERS : 26574 
Constituency : 112. BHATLI 
1. KUNJA BIHARI NAIK M INC 
2. NATABAR BANCHHOR M CPI 
3. NIRANJAN SAHOO M SOP 
4. SARAWATI PADHAN M UTC 
5. FAKIR MOHAPATRA M SWA 
6. PRAHILLAD PRADHAN M NCO 
7. RAGHUMANI DIP M IND 
8. BHIKARI CHARAN SAHU M JAC 
9. SUNADHAR PAIKA M BJS 


ELECTORS : 80847 VOTERS : 31825 


Constituency : 113. BARGARH 
1. CHITTARANJAN KAR M INC 
2. GANANATH PADHAN M SOP 
3. BHARAT CHANDRA HOTA M UTC 
4. GANGABHUSAN PANDA M SWA 
5. LENGU MISHRA M CPI 
6. HARIHAR NAIK M IND 
7. HAREKRUSHNA PANDA M BJS 
8. SHIBA PRASAD MISHRA M NCO 


ELECTORS : 90700 VOTERS : 32527 


Constituency : 114. SAMBALPUR 
1. SRIBALLAV PANIGRAHI M INC 
2. BISHNUPRASAD MISRA M SWA 
3. SARAT CHANDRA PUJARI M UTC 
4. DAYANANDA SATPATHY M CPI 
5. DAYA SAGAR NANDA M BJS 
6. MANGARAJ SENAPATI M PSP 
7. LALUCHATRAPAL M IND 
Constituency : 115. BRAJARAJNAGAR 
1. UPENDRA DIKSHIT M INC 
2. PRASANNA KUMAR PANDA M CPI 
3. ALIK RAM NAYAK M NCO 
4. JENAMANI DAS M BJS 
5. HARADHAN NANDA M UTC 
Constituency : 116- JHARSUGUDA 
1. JHASHAKETAN SAHU M INC 
2. MURARI PRASAD MISRA M SWA 
3. BIJOY KUMAR PANI M NCO 
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PARTY 


VOTES % 
1000 3.99% 
887 3.54% 
844 3.37% 
346 1.38% 


POLL PERCENTAGE : 32.02% VALID VOTES : 25045 


9076 30.70% 
5875 19.88% 
4013 13.58% 
3969 13.43% 
2042 6.91% 
1808 6.12% 
1098 3.71% 

947 3.20% 

731 2.47% 


POLL PERCENTAGE : 39.36% VALID VOTES : 29559 


6972 23.23% 
6449 21.49% 
4391 14.63% 
4193 13.97% 
3550 11.83% 
2473 8.24% 
1156 3.85% 

825 2.75% 


POLL PERCENTAGE : 35.86% VALID VOTES : 30009 


16194 48.75% 
6018 18.12% 
4028 12.13% 
3392 10.21% 
1751 5.27% 
1245 3.75% 

590 1.78% 


VALID VOTES : 33218 


13015 47.74% 
10879 39.90% 
1836 6.73% 
1077 3.95% 
456 1.67% 


POLL PERCENTAGE : 41.41% VALID VOTES : 27263 


10699 38.28% 
8150 29.16% 
3727 13.33% 


No. CANDIDATE SEX PARTY VOTES % 


4. SATRUGHNA PANDA M_ IND 2762 9.88% 
5. BENUDHAR GARDIA M_ IND 1399 5.01% 
6. SADANANDA SAHOO M_ UTC 1214 4.34% 


ELECTORS : 76433 VOTERS : 30260 POLL PERCENTAGE : 39.59% VALID VOTES : 27951 
Constituency : 117. LAIKERA (ST) 


1. RAMESHWAR NAIK M_ INC 6483 30.17% 
2. LAL RAJENDRA SINGH M SWA 6324 29.43% 
3. BINOD BIHARI SINGH BARIHA M_ UTC 5425 25.25% 
4. HEMANANDA BISWAL M_ IND 3254 15.14% 


ELECTORS : 71545 VOTERS : __23232 POLL PERCENTAGE : 32.47% | | VALID VOTES : 21486 
Constituency : 118. KUCHINDA (ST) 


1. JAGATESWAR MIRDHA M_— INC 6137 41.59% 
2. KANHAI SINGH M SWA 3667 24.85% 
3. INDRA MAJHI M_ UTC 1570 10.64% 
4. DEBARCHAN KALO M_ SOP 1275 8.64% 
5. UJAL NAIK M_ IND 1152 7.81% 
6. SRIPATI NAIK M_ JAC 956 6.48% 


ELECTORS : 71554 VOTERS : 15817 POLL PERCENTAGE : 22.10% VALID VOTES : 14757 
Constituency : 119. RAIRAKHOL (SC) 


1. ABHIMANYU KUMBHAR M_ INC 5425 34.03% 
2. BASANTA KUMAR MOHANANDA M_ UTC 4100 25.72% 
3. BHIKARI SUNA M SWA 3967 24.89% 
4. BANA MALI BEHERA M_ JAC 1122 7.04% 
5. DASHARU BHESRA M_ BJS 1034 6.49% 
6. RANJITMAHANANDA M_ IND 293 1.84% 


ELECTORS : 73037 VOTERS : 17360 POLL PERCENTAGE : 23.77% VALID VOTES : 15941 
Constituency : 120. DEOGARH 


1. BHANUGANGAA T. DEB RAJA M SWA 12943 46.18% 
2. PATI A. PABAN PRADHAN M_ JAC 9218 32.89% 
3. BISHWANATH PADHAN M_ INC 3502 12.50% 
4. KUMUDA BANDHU PRADHAN M_ UTC 2363 8.43% 


ELECTORS : 75395 VOTERS : 29758 POLL PERCENTAGE : 39.47% VALID VOTES : 28026 
Constituency : 121. SUNDARGARH 


1. DIBYALOCHAN SHEKHAR DEO M INC 13438 42.49% 
2. HARIHAR PATEL M SWA 10363 32.77% 
3. DURGAMADHAB PUROHIT M NCO 3606 11.40% 
4. KHAGESWAR PATEL M UTC 1634 5.17% 
5. BAIJU SINGH M IND 1569 4.96% 
6. SATYANARAYAN AGARWALA M IND 1017 3.22% 
POLL PERCENTAGE : 46.11% 
Constituency : 122. TALSARA (ST) 
1. GANGADHAR PRADHAN M SWA 10910 36.49% 
2. CHRISTODAS LUGUN M_ JKP 7956 26.61% 
3. DEBENDRANATH SINGH M INC 4923 16.46% 
4. JAYATRAM KALO M UTC 3955 13.23% 
5. CHAMUNDRA MAJHI M BJS 2157 7.21% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 72762 VOTERS : 31855 POLL PERCENTAGE : 43.78% VALID VOTES : 29901 
Constituency : 123. RAJGANGPUR (ST) 


1. IGNACE MAJHI M_JKP 10680 38.86% 
2. RANGABALLABH AMAT M_~ INC 5615 20.43% 
3. PREMCHAND BHAGAT M SWA 4932 17.94% 
4. JAMES TOPPO M_ PSP 2792 10.16% 
5. EMILE KUJUR M_ UTC 2022 7.36% 
6. BISWANATH MINZ M_ BJS 900 3.27% 
7. BASUDEB GARHTIA M_ IND 544 1.98% 


ELECTORS : 67639 VOTERS : 30023 POLL PERCENTAGE : 44.39% VALID VOTES : 27485 


Constituency : 124. BISRA (ST) 


1. KULLAN BAGF M_JKP 8709 38.00% 
2. PATRAS ORAM M INC 5942 25.93% 
3. KRUSHNA CHANDRA NAIK M SWA 4408 19.23% 
4. SOURENDRA P. SINGHDEO M_ UTC 1996 8.71% 
5. TARKAN ORAM M_ PSP 764 3.33% 
6. AIBINUS XESS M_ IND 488 2.13% 
7. CHRISTOPAL PURTY M_ IND 332 1.45% 
8. AIJUB ORAM M_ SOP 280 1.22% 


ELECTORS : 62845 VOTERS : 24684 POLL PERCENTAGE : 39.28% VALID VOTES : 22919 
Constituency : 125. ROURKELA 


1. SHYAM SUNDAR MOHAPATRA M_ INC 17870 43.81% 
2. ISLAMUDDIN M_JKP 4338 10.64% 
3. RAJKISHORE SAMANTARAY M_ PSP 3588 8.80% 
4. HARIHAR PATEL M SWA 3569 8.75% 
5. HRUSHIKESH RAY M_ UTC 3346 8.20% 
6. BANA BEHARI JENA M _ SUC 2093 5.13% 
7. SAROJ KUMAR MITRA M_ BJS 1873 4.59% 
8. NITYANANDA FONDA M~ CPI 1601 3.93% 
9. SURENDRA NATH MUDALI M CPM 1446 3.55% 
10. PITAMBAR MOHANTY M_ JAC 448 1.10% 
11. BINDHESHARI PRASAD GUPTA M_ IND 288 0.71% 
12. ALLISON PATRO M_ IND 178 0.44% 
13, RAMKUMAR GUPTA M_ SOP 150 0.37% 


ELECTORS : 105764 VOTERS : 44240 POLL PERCENTAGE : 41.83% VALID VOTES : 40788 
Constituency : 126- BONAI (ST) 


1. HEMENDRA PD. MAHAPATRA M SWA 5093 29.06% 
2. BENUDHAR NAYAK M INC 4226 24.11% 
3. PRASUTA KUMARI NAYAK M_JKP 3399 19.39% 
4. B.K. SINGH DANDPAT M_ IND 2499 14.26% 
5. MURLI DHAR MUNDA M_ UTC 2309 13.17% 


ELECTORS : 67787 VOTERS : 18914 POLL PERCENTAGE : 27.90% VALID VOTES : 17526 


Constituency : 127. CHAMPUA (ST) 


1. SAHARAI ORAM M_ UTC 7285 38.19% 
2. KALAKAR NAIK M SWA 3260 17.09% 
3. AKADASHI NAIK M_ INC 3220 16.88% 
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No. CANDIDATE 


MADHU SUDAN DEHURY 
DHANURJAY LAGURY 
PRANA BANDHU DEURY 
KSHETRA MOHAN NAIK 


IELECTORS : 63445 VOTERS : 21181 


128. PATNA (ST) 

. MAHESWAR MAJHI 

KAMALA KANTA NAYAK 

. HRUSHIKESH NAIK 

DINAMANI NAIK 

RAMRAY MUNDA 
DURYODHAN MUNDA PINGUA 


ELECTORS : 69688 VOTERS : 16629 


129. KEONJHAR (ST) 
CHHOTANAN MAJHI 
. GOVINDA MUNDA 
. PANCHARANTNA SINGH 
KRUSHNA CHANDRA MAHAPATRA 


ELECTORS : 66604 VOTERS : 15963 


130- TELKORI (ST) 

. NILADRI NAYAK 

. PADMALOCHAN SINGH 
CHANDRABHANU MAN SINGH 
. BHAGIRATHI MAHAPATRA 
KANHAY CHARAN SEHURY 


ELECTORS : 60829 VOTERS : 13427 


131- RAMCHANDRAPUR 


MURALIDHAR KUNHAR 

. RAJASALLAV MISHRAT 

. LAXMINARAYAN BHANJA DEO 
HARIHAR RAUT 

BHARATHI JENA 

BIPIN BEHARI DAS 
PADMANAV PATTNAIK 


ELECTORS : 71750 VOTERS : 29958 


132 - ANANDPUR (SC) 
MAKAR SETHI 
SIBA CHARAN SETHI 
BIRAKISHORE JENA 
BHUBANA NANDA JENA 
NITYANANADA JENA 
KRUSHNA CHANDRA SETHY 
. LAXMIDHAR SETHI 
ANAMA JENA 


133. PAL LAHARA 
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YA wn 


Constituency : 


Nn nF WN 


Constituency : 


RW N 


Constituency : 


an WN 


Constituency : 


NYDN FWY 


Constituency : 


orn nn kf WYN 


Constituency : 


SEX PARTY VOTES % 
M~ CPI 2377 12.46% 
M_JKP 1888 9.90% 
M_ BJS 7716 4.07% 
M_ IND 268 1.41% 


POLL PERCENTAGE : 33.38% VALID VOTES : 19074 


M_ UTC 5458 35.46% 
M SWA 4171 27.10% 
M_— INC 2441 15.86% 
M_ JAC 1541 10.01% 
M_ IND 969 6.30% 
M_JKP 811 5.27% 


POLL PERCENTAGE : 23.86% VALID VOTES : 15391 


M UTC 6409 43.00% 
M SWA 4888 32.79% 
M_ INC 3096 20.77% 
MIND 512 3.44% 
POLL PERCENTAGE : 23.97% 
M UTC 5149 41.60% 
M INC 4187 33.83% 
M SWA 1945 15.71% 
MIND 655 5.29% 
MIND 442 3.57% 
POLL PERCENTAGE : 22.07% 
M_ INC 16562 58.55% 
M SWA 4199 14.84% 
MIND 3672 12.98% 
M_ UTC 2276 8.05% 
M NCO 635 2.24% 
MIND 568 2.01% 
M JAC 376 1.33% 


POLL PERCENTAGE : 41.75% VALID VOTES : 28288 


M_— INC 11220 48.60% 
M SWA 3605 15.61% 
M_ UTC 3044 13.18% 
M_ JAC 2201 9.53% 
M_ IND 1148 4.97% 
M_ IND 980 4.24% 
M NCO 478 2.07% 
M_ PSP 412 1.78% 


POLL PERCENTAGE : 35.74% VALID VOTES : 23088 
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No. CANDIDATE SEX PARTY VOTES % 
1. NARAYAN SAHU M_ INC 11299 38.57% 
2. PABITRA MOHAN PRADHAN M_~ JAC 8468 28.91% 
3. GANESWAR SAHOO M_ UTC 5156 17.60% 
4. KAMAL KUMARI DEBI M SWA 2465 8.42% 
5. DAITYARI NAIK M_ IND 1097 3.75% 
6. RAMA CHANDRA BISWAL M_ IND 488 1.67% 
7. RUDRA KUMAR SATPATHY M_ IND 319 1.09% 


ELECTORS: 78127 78127 VOTERS: 31421 | 31421 POLL IPOLL PERCENTAGE : 40.22% | 40.22% }VALID VOTES: 29292 | VOTES : }VALID VOTES: 29292 | 


Constituency : 134. KAMAKHYANAGAR 


1. BRAHMANANDA BISWAL M_ INC 17472 57.34% 
2. DUKHABANDHU NAYAK M_ UTC 5661 18.58% 
3. RADHANATH MISRA M SWA 4016 13.18% 
4. PARAMANANDA MOHAPATRA M~ CPI 2252 7.39% 
5. PRAVAKARA MISRA M_ JAC 1071 3.51% 


ELECTORS : ELECTORS: 84934. VOTERS : 'VOTERS : 32165 IPOLL PERCENTAGE : 37.87% | PERCENTAGE : 37.87% /VALID VOTES: 30472 | VOTES : /VALID VOTES: 30472 | 


Constituency : 135. GONDIA 


1. BRUNDABAN TRIPATHY M_ INC 11280 39.46% 
2. HALDHAR MISRA M SWA 9040 31.62% 
3. SARAT CHANDRA SATAPATHY M_ UTC 3810 13.33% 
4. DEBENDRANATH ROUT M_ JAC 1476 5.16% 
5. BRAJAKISHORE MOHAPATRA M~ CPI 1423 4.98% 
6. JALISAHOO M_ IND 619 2.17% 
7. BHASKAR NAIK M_ SOP 495 1.73% 
8. UCHHAB SAHOO M_ IND 442 1.55% 


ELECTORS : ELECTORS: 77069 VOTERS : VOTERS : 30684 IPOLL PERCENTAGE : 39.81% | PERCENTAGE : 39.81% VALID |VALID VOTES: 28585 | |VALID VOTES: 28585 | 


Constituency : 136- DHENKANAL 


1. SURENDRA MOHAN PATTANAIK M_ INC 10995 35.35% 
2. DINESH CHANDRA PATTANAIK M SWA 8463 27.21% 
3. SIBA NARAYAN MISHRA M_ JAC 6646 21.37% 
4. BISWESWAR BHUTIA M_ UTC 4055 13.04% 
5. CHANDRA S. MOHAPATRA M_ IND 945 3.04% 


ELECTORS: 83178 83178 VOTERS : VOTERS : 33229 | IPOLL PERCENTAGE : 39.95% | PERCENTAGE : 39.95% }VALID VOTES: 31104 | VOTES : }VALID VOTES: 31104 | 1104 


Constituency : 137. TALCHER (SC) 


1. BRUNDABAN BEHERA M_ JAC 12716 40.71% 
2. KARTIKESWAR NAIK M_ UTC 11240 35.99% 
3. NARAYAN NAIK M_ INC 5618 17.99% 
4. KARUNAKAR BEHERA M SWA 1660 5.31% 


ELECTORS : ELECTORS: 73459. VOTERS : 'VOTERS : 33886 IPOLL PERCENTAGE : 46.13% | PERCENTAGE : 46.13% /VALID VOTES: 31234 | VOTES : /VALID VOTES: 31234 | 1234 


Constituency : 138. CHHENDIPADA (SC) 


1. BHAJAMAN BEHERA M_ UTC 13185 50.57% 
2. NABAGHAN NAYAK M_~ INC 4751 18.22% 
3. DHOBEI NAYAK M_ JAC 4100 15.73% 
4. BIHARI NAYAK M_ IND 2178 8.35% 
5. MITU MAHANANDIA M SWA 1858 7.13% 


ELECTORS : ELECTORS: 79437 VOTERS: 28117 | 28117 IPOLL PERCENTAGE : 35.40% | PERCENTAGE : 35.40% }VALID VOTES: 26072 | VOTES : }VALID VOTES: 26072 | 
Constituency : 139. ANGUL 


rptDetailedResults - Page 24 of 25 


173 


No. CANDIDATE 


. DEBARAJA SAHU 

. NABAKISHORE SAR 

. ASOKA MISHRA 
RABINDRANATH PANDA 
DINABANDHU ACHARYA 
DAYA NIDHI PRADHAN 
RAJAKISHORE MISHRA 

. DIBAKAR PATTANAIK 
SURENDRA NATH 


ELECTORS : 771693 VOTERS : 23820 


Constituency : 140. ATHMALLIK 
RAJA KISHORE PRADHAN 
KSHETRA MOHAN PANIGRAHI 
PABITRA MOHAN PRADHAN 
SURENDRA PRADHAN 
HARIBANDHU PRADHAN 
ANIRUDHA DIPA 

. PRAHALLAD CHOWDHURY 

. TRIPURARI S. SINGH 

ASHOK MISHRA 


CmrnNI DUN FF wWN 


CmArANI DUN FF wWN 


n 
is 
wn 


SESE ESEEBE EE 


PARTY VOTES % 

UTC 9471 42.63% 
INC 4804 21.62% 
IND 3010 13.55% 
JAC 2337 10.52% 
IND 1329 5.98% 
SWA 452 2.03% 
IND 325 1.46% 
IND 260 1.17% 
IND 230 1.04% 


POLL PERCENTAGE : 30.66% VALID VOTES : 22218 


SEZSEEE ER EE 


UTC 6354 22.27% 
SWA 6038 21.16% 
JAC 4511 15.81% 
SOP 3658 12.82% 
INC 3619 12.68% 
IND 2053 7.20% 
IND 1190 4.17% 
IND 615 2.16% 
IND 494 1.73% 


40.21% VALID VOTES : 28532 


ELECTORS : 76157 VOTERS : 30620 POLL PERCENTAGE : 


rptDetailedResults - Page 25 of 25 


174 


